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THE ELECTRIC LIGHTING ACT. 


A curT reply that may not seem very full of promise 
to electric lighting interests was given by Mr. Cham- 
berlain on Monday to the question put to him by Mr. 
Stanhope as to whether it was his intention to intro- 
duce a Bill this year in amendment of the Electric 
Lighting Act. Indeed, at first sight it would almost 
seem as if the hopes and aspirations of the committees 
which have been agitating in the matter had received 
a fatal blow by means of the simple negative utterance 
of the President of the Board of Trade. But before 
arriving too hastily at the conclusion that Mr. Cham- 
berlain maintains an antagonistic attitude towards 
those who desire a change in the legislation relating to 
electric lighting, it may be as well to glance beyond 
the immediate question and survey the circumstances, 
extraneous so far as directly affecting that, question, but 
which might still influence a Minister in returning 
such an answer. In the first place it is quite within 
the range of possibility that ere the termination of the 
present year a General Election may take place, and it 
is impossible to anticipate what changes such an 
occurrence would involve. The course of the present 
Government is, we may safely assert, nearly run: in 
the natural order of things it cannot last much longer, 
and Mr. Chamberlain is not likely to introduce any 
important measure at a period when dissolution cannot 
long be delayed. If an amendment of the Electric 
Lighting Act is to be made, it is important that it 
shall be thorough and complete, and in order that 
this may be, time must elapse during which due 
inquiry may be made and mature consideration given 
to the results of such inquiry by those responsible for 
the change. It would be but a perpetuation of pre- 
vious mistakes to hurriedly push through Parliament 
a hastily prepared and incomplete measure ; and look- 
ing to the present aspect of public affairs, and the little 
time which it will be possible to devote to domestic 
matters of this description, it would perhaps be inad- 
visable to bring forward the matter just now. There- 
fore Mr. Chamberlain’s reply may be taken as not 
necessarily unfavourable. Reasons are obvious why a 
more detailed reply would be out of place. Before 
that amount of attention which the matter undoubtedly 
deserves can possibly be given to ita change of Govern- 
ment may take place: the Conservatives may be in 
power, or, if the Liberals still have the preponderance, 
4 reconstitution of the Ministry would not necessarily 
include Mr. Chamberlain, while if it did include him 
he would possibly fill some other office than that of 
the President of the Board of Tradé. 

Delay is inevitable, therefore, and perhaps it is 


better that it should be so. The representatives of the 
electric lighting interests, however, have no need to 
lose heart or to be disappointed. It is now pretty well 
known that Mr. Chamberlain is really anxious to place 
the new industry upon a more satisfactory footing as 
far as legislation is concerned, and it is imagined that, 
should he see his way clear at the commencement of 
next Session, or, in #he event of his return to office 
after a dissolution, some proposal for the extension of 
the period ere the compulsory purchase option would 
arise will emanate from him. The Committee which 
has Lord Thurlow at its head, and which is doing its 
best to keep the matter prominently forward, is hopeful 
of success eventually, whatever Ministerial changes 
may take place. It is being generally recognised that 
the most obnoxious clause of the existing Act is really 
faulty, public opinion is in favour of less restriction 
upon the new illuminating agency, and there is a dis- 
position, evident to those most closely concerned, to 
make valuable concessions. The only course, there- 
fore, open to the electric lighting community is to wait 
in patience for the progress of events. A further in- 
terview, it is anticipated, will shortly take place 
between Lord Thurlow’s committee and the President 
of the Board of Trade, who may then give some 
further indication of his views. 








THEORETICAL AND EXPERIMENTAL RE- 
SEARCHES ON THE SECONDARY GENERA- 
TORS OF GAULARD AND GIBBS. 


By Proressor GALILEO FERRARIS. 


IN the International Section of Electricity of the 
General Italian Exhibition recently closed at Turin, 
the secondary generators of Gaulard and Gibbs were 
exhibited by the National Society for the Distribution 
of Electricity by Secondary Generators, of London, 
with a great wealth of apparatus, and in their newest 
form. 

These were induction apparatus which the inventors 
presented as a fit means for distributing at great dis- 
tances and over extended surfaces electric currents for 
illumination or for other industrial purposes. 

As I had at my disposal in the Exhibition an instal- 
lation of secondary generators constructed under the 
conditions of a true industrial arrangement, and which 
could with difficulty be reproduced in a scientific 
laboratory, I made use of them for experiments which 
may contribute to the solution of the question at issue. 
The main controversy refers to the determination of 
the coefficient of yield. It is principally due to the 
errors springing from the use made by Hopkinson and 
others of the quadrant electrometer and the electro- 
dynamometer as instruments for the measurement of 
alternate currents. As it is not possible to reply to 
these objections in a decided manner without 
demonstrating the agreement of the results of the experi- 
ments made with the two above-named instruments 
with other experiments in which they have not been 
employed as instruments of measurement, I, in 
accordance with the opinion and the wish of the Inter- 
national Jury of the Exhibition, made some deter- 
minations in which all the measurements were 
executed by means of the only instrument against the 
use of which no objections can be raised—the calori- 
meter. 

The comparison between my measurements and 
others executed with the electrometer and the electro- 
dynamometer will be found, I hope, instructive. The 
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discussion of the results has led me to a theoretic study 
of the phenomena met with in the secondary generator 
—a thereotical study which, controlled by experiment, 
solves the question in a manner surpassing my expecta- 
tions. From such a study it results : 

1. That all the experiments which have been per- 
formed for the determination of the coefficient of yield, 
even when they have been fit to serve for such a 
determination have always been badly interpreted and 
erroneously calculated. 

2. That not only from my calorimetric experiments, 
but from those already made by others with the 
electrometer and the electro-dynamometer, if rightly 
interpreted, the coefficient of yield may be effectively 
deduced ; but that such coefficient has a different value 
from that which was believed until now, and follows a 
law different from that to which the erroneous inter- 
pretation of the experiments had led. 

3. Lastly, that from such experiments it is possible to 
deduce, besides the coefficient of yield, other elements 
useful to be known for a complete numerical study of 
the phenomena of the secondary generator. 

In the memoir which I now present I have sought 
to sum up the principal results of my researches. 

The memoir is naturally composed of two parts: the 
first part sums up the theoretical researches necessary 
for the interpretation of the experiments ; the second 
comprises the experimental researches. . 


PART FIRST.—THEORETICAL RESEARCHES. 
SEc. 1.—Description of the Secondary Generator. 


The secondary generators of Gaulard and Gibbs are 
induction apparatus, having for their object to produce 
by means of an alternating current of given intensity 
other alternating currents, representing, with a slight 
loss, the same energy but having a different intensity, 
the value of which may be made to vary as required. 
They consist essentially of two spirals coiled on one 
and the same iron core, into the first of which, the pri- 
mary, is passed the current given by a dynamo-electric 
machine with alternating currents, and in the second, 
the secondary,are produced by induction other alternat- 
ing currents. If, as it happens in the applications for 
which the secondary generators are principally in- 
tended, it is required to obtain induced currents of a 
greater intensity than that of the inducing current the 
primary spiral is made of a single piece, whilst, on the 
other hand, the secondary spiral is divided into several 
equal parts, which may, by means of a commutator, be 
united at pleasure into a single circuit or a multiple 
circuit. The opposite must be done if a case occurs 
when it is required to obtain at the extremity of the 
secondary spiral a difference of potential greater than 
that at the extremity of the primary. 


€. 
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In the secondary generators of the most recent type,* 
such as appeared for the first time at the Electric 
Exhibition of Turin, the spirals are made of discs of 
thin sheet copper. The discs have the form of a cir- 





* A good illustration of these can be found in the ExecrricaL 
Review for January 10th of the present year. 


cular crown (fig. 1) cut in A a, B d, and fitted on the 
two edges of the cutting with two rectangular tongues 
A, B, which serve for soldering. The tongue, B, of one 
disc is soldered to the tongue, A, of a second disc, the 
tongue, B, of which is likewise soldered to the A of a 
third disc, and so on. By this method a ribbon spi- 
ral is formed, each dise representing one spiral. The 
two spirals, primary and secondary, are identical, and 
the spires of the one alternate with those of the 
other. 

Insulation is obtained by means of discs with a cir- 
cular crown made of pasteboard coated with shellac. 
The discs of the two spirals, and those of pasteboard 
intended for insulation are arranged in a vertical tube 
of vulcanite or other insulating matter, within which 
is introduced a cylindrical core of iron wires. Four 
small metal columns and two square tablets of wood, 
forming the pedestal and the capital, form the inter. 
connection of the apparatus. On the capital are the 
ends of the two spirals and a commutator, by means of 
which the apparatus can be introduced at pleasure into 
the circuit of the primary current or withdrawn, sub- 
stituting a short wire. The commutator for combining 
the parts into which the secondary spiral is divided 
into asimple or a multiple circuit is placed on an ebonite 
table which stands at the side of the apparatus. In 
order to regulate the power of the secondary generator 
the iron core may be withdrawn more or less from its 
interior. For this purpose the capital carries a screw, 
by which the core may be fixed at any height. 

The secondary generators exhibited at Turin were of 
two models: a large model, calculated to absorb and 
transform an energy equivalent to 1°86 horse-power, 
and a small model arranged to absorb and transform 
energy about equal to 1 horse-power. The two models 
differ from each other merely in the number of the 
discs, and the number of the parts into which the 
secondary spiral may be divided. In the large model 
the secondary spiral was made of four equal parts 
capable of being connected either in series or quantity ; 
in the small model the spiral was formed of two 
sections only. 

In successive paragraphs the author undertakes an 
elaborate mathematical discussion of the intensity of 
the currents and the magnetisation of the core, coming 
to the conclusions that the intensity and the phase of 
the primary current are what they would be if the 
secondary generator had no existence; that the 
secondary current is at each moment equal and opposite 
to the primary current, and that the magnetisation of 
the iron core is null—the difference of potential at the 
extremities of the spirals—concluding that the differ- 
ence of phase between the primary current, and the 
difference of potential at the two ends of the primary 
spiral, is equal to a fourth of the duration of the 
period—the energy absorbed by and recovered from 
the secondary generator, and the case of the secondary 
generator. 


SECOND PART.—EXPERIMENTAL RESEARCHES. 


SEc. 6.—Notice of Preliminary Tentative Procedures 
for the Determination of the Coefficient of Yield. 


To determine the coefficient of the yield of the 
secondary generators, various methods were first tried. 

In some of these investigations, having in view not 
so much a strict measure of the coefficient of yield as 
a determination of its magnitude, sufficient from an 
industrial point of view, the quantity of energy 
obtained as a useful effect of the circuit was estimated 
by means of electric lamps placed in the circuit. In 
order to judge how far the value of the energy €X- 
pended in the primary circuit set the transformer in 
action, one of the two following methods was 
adopted :— 

1. There was read off an electro-dynamometer, intro- 
duced into the primary circuit, the deflection produced 
by the current when the secondary generator was 1n 
action. It was then excluded from the circuit, and 
there was substituted a simple varying resistance, de- 
prived of self-induction, reducing the deviation of the 
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electro-dynamometer to its original value. The heat 
evolved by the added resistance was then equal to the 
energy consumed in the secondary generator. An ex- 
periment of this nature was cited by Gaulard in the 
Session of the International Society of Electricians at 
Paris, February 6th, 1884. In this experiment there 
were in the secondary circuit lamps consuming approxi- 
mately 2,710 watts per minute, with a primary current 
of 1l ampéres. According to the assertion of Gaulard, 
jt was found that the secondary generator, being 
removed from the circuit, it would be necessary, in 
order to restore the original intensity of the current, to 
introduce into the circuit a resistance of 25 ohms. It 
was thence deduced that the energy consumed by the 
secondary generator was 11° x 25, that is, 3025 watts 
per minute. Whence resulted, ateording to the de- 
scribed method of interpreting the experiment, a 


‘ P 2710 
coefficient of yield equal to 395° amounting to 89 per 


cent. 

2, The secondary generator being set in action, the 
intensity of the principal current was measured with 
an electro-dynamometer. The difference of potential 
was then approximately determined at the two terminal 
ends of the primary spiral, ascertaining how many 
glow lamps placed in series in a circuit derived from 
the said ends could be brought to their normal 
luminous intensity. The difference of potential thus 
valued was finally multiplied by the current, and there 
was obtained a product representing the energy ex- 
pended. For example, operating with the secondary 
generator of the experiment already cited, it was found 
that three Swan lamps could be actuated, placed in a 
single circuit derived from the ends of the primary 
spiral. Kach lamp required a difference of potential 
equal to 98 volts; hence it appeared that the mean 
difference of potential at the two ends was 3 x 98, 
amounting to 294 volts, whence the energy expended 
was 1] x 294, amounting to about 3,230 volt-ampére per 
minute. It was therefore believed that the coefficient 


: 2710 ' A, 
of yield was 393; amounting to 84 per cent. 


In order to give to the measurements a character 

more scientific and of greater precision, others had 
recourse to the use of the electrometer, excluding com- 
pletely the employment of lamps, and making all the 
determinations, both of the primary and secondary 
circuit, by means of this instrument, or at least of the 
electro-dynamometer. The procedure adopted by such 
experimentalists is very simple ; it is, in substance, as 
follows :— 
; By means of Mascart’s quadrant electrometer, used 
in Joubert’s manner, there was determined the mean 
difference of the potentials at the two terminal ends of 
the primary spiral, and at those of the secondary spiral. 
By means of the same instrument connected to the 
extremity of a known resistance, the-intensity of the 
primary and of the secondary current were measured 
less exactly by means of an electro-dynamometer. In 
each circuit the product of the current appeared from 
the difference of the potentials measured, and there 
Were obtained two products representing the energy 
employed, and that recovered in the apparatus. The 
quotient of the product for the secondary circuit by 
that for the primary circuit was assumed then as equal 
to the coefficient of yield. 

W e must note the results obtained by Dr. Hopkinson 

With this method of measurement, which if interpreted 
in the manner above given, would make us believe 
that the yield was = 0°96. 
_ Amore complete series of measurements has been 
just made at the Turin Exhibition by M. Uzel, electri- 
cian to the firm of Sautter, Lemonnier & Co., of Paris, 
an intelligent and able experimentalist. 

I do not think it useless to state that at least one 
portion of his results are the most complete I have met 
With at present ; and as a part of them were obtained 
With a secondary generator differing little from that 
upon which I afterwards experimented, they may give 
Scope to useful comparisons. 


EXPERIMENTS MADE BY M. UZEL. 


PRIMARY. SECONDARY. 


SMALL COLUMN CONNECTED IW SERIES. 
11°58; 14:30} 165°69) 1:20 
r11:33' 22° | 248°86] 1°90 
11°13; 29°40; 327-22] 2-64 
10°57! 39°40) 416-46] 3°70 
687°77 | 9°58 53°16} 509°27] 5°50 
66°4 805°43 848 63°70) 540°18] 7°50 
74 | 897-62] 7°58, 71: | 53818] 9-40 

SMALL COLUMN CONNECTED IN QUANTITY BY TWOS. 

12°13 | 23-4! 283°84 ] 24°05! 9°70] 233-28) 0-40 82:18 
48° | 58224 (19°68, 22°15) 435°91] 1:12 74°87 
63° | 76419 | 15°46, 29°60] 467-62] 1°90 59°88 
72°6, §80°64 | 13°11) 35° 458°85] 2°60 52°10 
80° | 97040 1 10°19, 39°40} 401-491 3°80 41°37 
LARGE COLUMN CONNECTED IN SERIES. 
23°4| 283-84] 12°02) 15° | 18030] 1-24 

31:4) 38088] 12> | 24 | 288 2: 
53° | 642°89 | 11°83) 45- 532°35} 3°80 
70° 849°10 | 11°73 65° 762°45] 5°50 
93° |1128:09 } 11°58) 87° | 1007-46] 7°53 

107 1297-91 } 11°30 102° 1153-62] 9 
126° | 1528-28 | 11°13 /119° | 1324-47] 10°60 
145° | 175885 | 10°95 1388: | 1511°10] 12°60 


63°52 
75°62 
82°81 
89°80 
89°31 
88°88 
86°66 
85°35 
LARGE COLUMN CONNECTED IN QUANTITY BY TWOS. 

43° 52°16 | 23°50; 17° 399°5 | 0-72 76°59 
88° | 106°74 | 22°47) 40: 898'8 1:80 84-21 
114 138°28 | 21°97, 54 11864 2°40 85°7¢ 
149- 180°74 | 19°65) 70°40) 13834 3°50 76°54 
168: | 203:78 } 17° | 80°50) 1368°5 4°70 67°16 


| 








In this table /, v represent the mean values in am- 
péres and volts of the intensity of the primary current 
and of the difference of the potentials of the two ends 
of the primary spiral measured with Mascart’s electro- 
meter and with the electro-dynamometer of Siemens 
and Halske; 7“, v' represent the same magnitudes 
measured in the same manner in the secondary circuit ; 
7’ — p' the resistance in ohms of the outer part of the 
secondary circuit. 

The theoretical considerations developed in the first 
portion of the present investigation make it evident 
that all the processes described, founded on the use of 
the electrometer and of the electro-dynamometer are 
somewhat rough and approximate, or, as I have called 
them, industrial proceedings. But they have been 
studied setting out from a preconceived idea and have 
therefore been badly interpreted. 

It results from theory that the product of the mean 
intensity of the currents (measured with the electro- 
dynamometer and with other instruments) by the 
mean difference of potentials measured with the 
quadrant electrometer or otherwise, do not represent 
the energy employed by means of the primary current 
to set the secondary generator in action. Such product 
will be equal to the energy employed only when the 
resistance 7’ of the secondary circuit = 0. In all 
other cases, in real, practical cases, this product has a 
greater value than that of the energy which is to be 
measured. If we reflect that the instruments of 
measurement used for alternating currents give indi- 
cations proportional to the mean of the squares of 
those variable magnitudes which it is proposed to 
measure, it will be seen that both the product 7 v 
obtained from the experiments of M. Uzel or from 
those of Dr. Hopkinson and the energy calculated by 
means of the resistance experienced at the secondary 
generator or of the lamps arranged in series at the 
ends of the primary in industrial experiments, are in 
turn energy really absorbed in the secondary gene- 
rator. 

The error depends on not having reflected on the 
difference of phase between the primary current and 
the potentials of the ends of the primary spiral, a 
difference which always exists when the resistance of 
the secondary current is not = 0. But from the given 
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mean values of the intensity of the current and of the 
difference of the potentials the energy absorbed 
effectively in the apparatus depends on the difference 
of phase. It diminishes with the increase of the 
latter and becomes annulled when it regains a value 
equal to a fourth of the period, whilst, on the other 
hand, the product which these experimentalists con- 
found with the energy absorbed, is the energy obtained 
when the difference of phase is made null and in- 
creases thence to a maximum when the resistance, 7”, 
reaches infinity. The error occasioned by such ina+l- 
vertence increases with the increase of 7”. 

Confounding in this manner the quantity, Q, with 
the quantity of energy really absorbed, these experi- 
mentalists have mixed with the coefficient of total 
yield the ratio which we have represented by m and 
which is not equal to the total coefficient of yield, p, 
save in the limited case of 7” = 0. 

And confounding with the coefficient of total yield, 
p, the ratio, m, the value of which is 


SS... 
Fae 
1 “) 
V14(% 
they have calculated as the coefficient of external or 
useful yield not the true coefficient of yield, v, but the 
ratio 


v 





V+ (2H) 

Cc 
which is not only always too little, but varies with the 
variation of 7’, following a completely different law. 

These considerations suffice to show that the experi- 
ments which we have classified under the name of 
“ industrial experiments,” in which it is sought to 
calculate the coefficient of yield by means of one or a 
few determinations made with electrical lamps are not 
only rude but absolutely void of value and meaning. 
They can furnish an approximate value for the ratio, 
m, but they cannot serve to determine with sufficient 
accuracy any of the other magnitudes which it is need- 
ful to know besides 7 to pass from it to the true value 
of what is sought. 

The other experiments which, based upon the use of 
instruments of measurement like the electrometer and 
the electro-dynamometer, although when wrongly in- 
terpreted they led their authors and the inventor of the 
secondary generator to an erroneous idea on the value 
of the coefficient of yield and on the law of its varia- 
tions, may yet serve to solve completely the problem 
when they form a series sufficiently extensive to give 
with some certainty besides the value of 1 that of the 
other magnitudes which figure in the theoretical 
formule which serve along with 7 for the calculation 
of ». The experiments of M. Uzel, the results of which 
have been given above, satisfy the conditions and 
would be truly important if all the resistances, 7”, 
were measured instead of being calculated by means 
of uv’ and of ¢ directly and accurately measured. 

I have been able to make use of the numbers found 
by M. Uzel to verify the conclusions of our theory and 
to determine the effective efficacy of the secondary 
generator. But, as independently of the theoretical 
considerations of which we have spoken there exist 
serious objections against the use of the electro- 
dynamometer for the measurement of alternating cur- 
rents, and as objections exist also against the use of the 
quadrant electrometer for the measurement of the 
differences of alternate potentials, I have made use of 
them to compare the theory with experiments. 

On this account I shall describe some of my calori- 
metrical experiments, making use of the results :— 

1. To verify the correctness of the measurements 
made with the electrometer. 

2. To control the exactness of the conclusions of the 
theory as given in the first part of this memoir. 

3. To determine the effective coefficient of yield of 
the secondary generator. 

(To be continued.) 





A MODEL TELEPHONE EXCHANGE SYSTEM. 





WE think that it may be safely asserted that the history 
of invention can show no parallel to the rapidity with 
which the telephone has spread and become a necessary 
adjunct to the convenience, happiness and welfare of 
every civilised nation on the face of the earth. 

In the great rush to adopt the telephone and to erect 
exchanges, however, it cannot be wondered at that in 
many instances system had to make way for expedience, 
with the result that the exchange, although in working 
order, failed from the lack of system to give satisfac. 
tory results, either to the subscribers or to telephone 
exchange managers. 

We (New York Electrical World) propose to give 
our readers the details of a telephone exchange system 
which has had a great deal of care bestowed upon it, 
and which may fairly be claimed to be one of the most 
thoroughly organised and well arranged exchange sys- 
tems in the country. The one we refer to is that of 
the New York and New Jersey Telephone Company, 
of which Mr. Wm. D. Sargent is general manager, and 
Mr. J. C. Rielly is superintendent, through whose per- 
sonal efforts the extensive system has been brought to 
its present state of efficiency. 

This company eontrols all the principal towns in 
Long Island and New Jersey, which include 75 cities 
and towns within a radius of 50 miles, extending west 
as far as Trenton, N.J., and east as far as Babylon, 
L.I. The headquarters of the system are located in 
Brooklyn, at No. 397 Fulton Street, where, also, is 
situated the Brooklyn Central Exchange office. The 
latter may be taken as representing a good example of 
the manner in which the business of an exchange ought 
to be conducted, and it is for this reason that we de- 
scribe it. No doubt a part of the description will fit 
other exchanges as well, but we believe Mr. Sargent 
has introduced some methods which may be new to 
some of our readers, and may help other exchange 
managers to obtain information which will be of use to 
them in directing, enlarging or lessening the cost of 
their business. 

The second floor of the building in which the ex- 
change is situated is occupied by the executive offices 
of the company ; the third floor contains the operating 
room, the repair shop, and the superintendent’s office, 
in which latter the “ trouble desk” is situated. 

The first thing that attracts one’s attention on entering 
the operating room is the almost complete silence that 
reigns even during the busiest time of day, notwith- 
standing the fact that 17 operators are constantly com- 
municating with subscribers. The girls sit upon high- 
backed revolving chairs and a rail below supports the 
feet ; some of them use the telephone head-gear, while 
others prefer the shoulder-brace. The transmitters, 
however, are all suspended upon rods from above, so 
that the hands have free play below in order to make 
the necessary connections with facility. They are also 
provided with funnel-shaped mouthpieces, so that the 
operator, by applying her mouth closely to the funnel, 
can communicate with a subscriber without raising her 
voice above a whisper. Indeed, so low is the whisper, 
and so confined by the mouthpiece, that the writer, 
standing within a distance of 2 feet from an operator, 
was unable to distinguish the nature of the communl- 
cation she carried on with the subscriber. 

The room contains 10 direct switch-boards, of 100 
drops each. Besides this there are two circuit switch- 
boards of 40 wires each, and finally, four trunk wire 
switch-boards of 10 wires each. The direct boards 
carry wires each of which goes to only one subscriber. 
The circuit boards, however, carry the connections for 
lines upon which two or more subscribers are situated, 
and who are called up by an individual call. These 
boards are situated side by side along one erd of the 
room, while the trunk line switch-boards are placed on 
the other side. When an operator desires to get a con- 
nection on any other switch-board in the room, n0 
direct verbal communication is resorted to. This 1s 
avoided by the use of a dial switch, from which wires 
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lead to every other operator in the room. By merely 
turning an index to a lettered stop, an operator can put 
herself in telephonic communication with any other in 
the room. Each operator has such a dial before her, 
situated a little to the right side, which permits of 
easy and noiseless communication. The switch-boards 
used are of the regular Western electric pattern, which 
are too well known to require any special description. 

The manner in which the wires are led into the 
building is quite simple. The cables, of which there 
are a number, are run from the poles directly to the 
top of the window and into the room. The single 
wires end at the poles in front of the exchange, where 
they are joined to the wires in one or more cables 
(according to the number of wires on the pole), and led 
into the building in the same way, as the other cables. 
Once inside the building, the wires are separated and 
arranged systematically on a board, but not numbered 
as yet. A second similar board carries all the terminals 
from the drops in regular consecutive order, each bear- 
ing the number corresponding to its drop. From this 
board connection is then made with the first board to 
the appropriate line wire, which is then numbered to 
correspond with the drop. 

At this exchange no lightning arrester of any kind 
on the single lines is used, nor is the subscriber's in- 
strument protected. Mr. Sargent, general manager, 
asserts that his experience proves them to be unneces- 
sary, at least in large districts, and as thus far no acci- 
dent has occurred on account of their absence, it is 
fair to assume that the position he takes in this matter 
is justified. 

The underground telephone system of Brooklyn cen- 
treing at this station also presents some interesting 
facts of which a full account wag given in our issue 
of December 27th, 1884. We will repeat here that there 
are in all 225 miles of conductors underground, which 
will allow the company to put more than three-fourths 
of their wires out of sight in the vicinity of the central 
office. 

With this short sketch of the mechanical part of the 
system, as it may be called, we come to the clerical, 
and to the system of book-keeping which has been 
established with such good results. 

As in the majority of exchanges, the hours between 
eight and nine in the morning are used for calling up 
subscribers and ascertaining the working condition of 
the apparatus. When any trouble is noted by the 
operator, such as a weak transmitter, or if the sub- 
scriber reports his receiver weak, or should a ground 
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or cross or any other trouble be detected, the operator 
simply makes a note of it and communicates with the 
official in charge of the “trouble desk” above men- 
tioned. The person in charge of this desk is employed 
solely in keeping the working of the system up to the 
proper pitch of efficiency. The moment any trouble 
is reported, the line on which it occurs is switched 
into communication with the desk by the operator at 
the switch-board, and the “trouble” man then deter- 
mines its exact nature, and gives orders for remedying 
it. Thus the telephone operators at the boards are 
relieved from all such work, and devote their time 
entirely to answering calls. 

To the manager of the exchange room is detailed the 
task of keeping the books. In the first place, a diary 
or journal of general information regarding the oc- 
currences of the day is kept. Herein are entered the 
number of operators reporting for duty, those sick or 
excused, and any other information of which it is 
desirable to keep a record, such as a call for an ambu- 
lance or police, or a fire alarm, which latter are entered 
with the exact time received. 

In another book, daily account is kept of the number 
of instruments put in, taken out, or transferred, together 
with the stamped numbers of the instruments, and the 
name and address of the various parties. Thus a glance 
at the book showed that in January 110 connections 
and 35 disconnections had been made. Similarly, 
February showed 73 connections and 34 disconnec- 
tions. A glance at another book shows the total 
number of subscribers ; for as'each one is connected, 
he is entered in regular order with his number. If 
a subscriber drops out, he is also entered, but in 
red ink, and instead of adding one to the previous 
number, it is subtracted. Thus the last number in the 
book represents the actual number of subscribers. 

Still another book keeps account of the number of 
wires in use. Turning to March 5th, we find this 
record :— 
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One of the principal methods of ascertaining the 
business of the exchange is the system of making a 
complete record of every call and connection during 
24 hours, once every week. These are not all made on 
the same week-day, but in rotation, so that the busi- 
ness of each individual day can be arrived at. The 
accompanying table will convey the idea better than 
any description of the process. Each operator, as she 
receives a call, makes a note of it on a slip of paper 
specially provided, using one slip for every call. At 
the end of each hour the slips are gathered and 
counted, those from each switch-board being kept 
separate. This form, when properly kept, shows at 
a glance the character and extent of the business of 
the exchange, gives a good means of judging of the 
requirements to meet the demands, and forms a defi- 
nite basis of estimate. The figures which appear on 
the table give the number of actual connections; in 
addition to this, however, a record is also kept of the 
“misconnections,” as they are called. By miscon- 
nection is meant the failure of the calling party to 
communicate with the other, no matter what the cause 
may be. These figures do not appear on our table ; 
but in the real form, of which it is a copy, they are 
added in the same columns as the others, but in red 
ink and in smaller figures. Thus, in the present 
instance, 333 misconnections were reported during the 
day, making in all a little less than 6 per cent. The 
table also shows at a glance the business from hour to 
hour, and from each station, and, although not given 
here, the number of calls on each switch-board is also 
ascertained by counting the slips from each as stated 
above. 

These constitute the principal accounts kept, but the 
linemen are also greatly aided by diagrams showing 
all the principal poles and cross-arms. Kach pin is 
numbered and above it in pencil the number of the 
wire is placed. Pencil marks are used in this case, 
because although the pin number remains constant, 
the number of the wire may change at any time. 
With these pole diagrams any “cross” can be readily 
located and trouble quickly removed. In addition to 
this all linemen are provided with blank forms which 
give in detail all the material used and time expended 
upon any work, These blanks when filled out are 
returned to the central office, the amounts charged up 
and the blanks filed. 

Our limited space necessarily compels us to pass 
over other small matters that help to produce such 
good results, but from what has been noted our readers 
will get a fair idea of how an exchange ought to be 
conducted. We may add that Mr. Sargent has intro- 
dluced this system into all the exchanges under his 
control, and the result is that by merely referring to 
the proper book he can at any time see the condition 
of the large system under his charge. 

The number of subscribers which can be put in 
direct commurication with one another exceeds 12,000. 

Trenton, N. J., presents the outside limit of the 
territory at present, and although more than 60 miles 
from Brooklyn, with the line passing through more 
than three miles of cable, we were enabled to carry 
on conversation very satisfactorily from Brooklyn with 
that city. 

The cables referred to carry all the trunk lines to 
New York and pass over the Brooklyn Bridge, being 
laid between the car tracks, below the foot-walk. 

Considering the fact that, at the last meeting of 
the National Telephone Exchange Association, sta- 
tistics were available from only 50,000 out of 150,000 
subscribers in this country, the above details from one 
exchange speak well for the care and _ intelligence 
bestowed upon it by its managers. 








Recognition of Telegraphic Energy.—A_ provincial 
contemporary is responsible for the statement that on 
the occasion of the recent disaster at Shoeburyness the 
local postmaster and his staff received a letter of con- 
gratulation from Mr. Shaw-Lefevre, and a handsome 
gratuity for extra telegraphic work. 









EXPERIMENTAL RESEARCHES ON THE 
ELECTRIC EXCITABILITY OF THE 
BRAIN, PROPERLY SO-CALLED. 


By M. VULPIAN. 


SINCE the researches of MM. Fritsch and Hitzig, pub- 
lished in 1870, and the results of which have been 
confirmed by a great number of experimentalists, 
physiologists admit, almost unanimously, that the grey 
external layer of the cerebral convolutions contains 
functional centres distinct from each other. In certain 
of these centres the volitions are transformed into 
motive incitations, and they are hence called motor 
centres, or psychomotor centres. 

Before 1870, it was held as a verity irrevocably 
proved by experiment that the brain, properly speaking, 
both the grey and the white matter, is entirely and every- 
where insensible to all the excitations, mechanical, 
chemical or physical, to which it is submitted during 
life, and that none of its points, whether superficial or 
profound, is endowed with sensibility or mobility. 
Contrary to these data Fritsch and Hitzig discovered 
that if a galvanic current is passed through the cerebral 
substance, by applying the exciters to the surface of 
certain definite pomts in one of the cerebral hemi- 
spheres, movements are induced in the limbs or in the 
face on the opposite side ; it is the same if we apply as 
Prof. Ferrier proposed, interrupted Faradic currents. 
Every other kind of excitement remains without effect 
of this kind. The movements thus provoked are 
always the same, if we excite the same region of the 
brain surface, and they vary in a certain measure as 
regards the muscles» brought into action in such or 
such a limb, or in*the face, or in the neck, &c., accord- 
ing as we electrify such or such a point of the region 
where there admittedly exists a centre of motive cere- 
bration for any of these parts. The regions whose 
excitement determines movements in the anterior and 
the posterior limb of one side are situate in dogs in 
the posterior part of the sigmoid gyrus of the other 
side. There are thus two cortical motive centres ; the 
one placed at the front of this part of the gyrus is the 
motive centre of the anterior limb; the other, placed 
behind, is the motive centre of the posterior limb. 

The experiments of Fritsch, Hitzig, Ferrier, &c., are 
confirmed by those of Carville and Duret ; these ex- 
perimentators show that the excision of the cortical 
substance of the regions considered as motive centres 
involves the more or less complete paralysis of the 
parts which are set in motion by exciting these 
regions. 

The doctrine of cerebral localisations seems hence- 
forth firmly established on an experimental base, the 
more as the results obtained with dogs have been con- 
firmed with other mammiferous animals, and especially 
with apes. The clinical researches of M. Charcot show 
that destructive unilateral injuries of those regions of 
the cortical substance which, in man, correspond to the 
regions considered as motors in apes, produce, on 
the opposite side, according to their position, paralysis 
of the motion of alimb, or of both limbs, or of the 
face. 

The experimental proofs upon which is founded the 
doctrine of cerebral localisation is, therefore, of two 
orders: the one furnished by the motor effects of 
electrification of certain regions of the brain surface, 
the other by the consequences of the removal or the 
destruction of these regions. I shall speak merely 
of the first order of proofs, considering simply the 
experiments upon dogs. 

In order that electrification of the surface of an 
excitable region of the brain may serve to demonstrate 
that the grey cortical substance, at this point, consti- 
tutes the motive centre of such or such part of the 
body it must necessarily be established that the move- 
ments produced in this part are due to the electric 
excitement of the grey cortical layer itself, and not to 
that of the subjacent white substance. 

At the level of the points where the electrification of 
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the brain surface provokes movements of the limbs, of 
the face, &c., it has been found that the bundles of 
nerve fibres, excitable by means of electricity, and by 
no other agency, issue from the cortical layer of the 
brain and go directly to the corresponding cerebral 
peduncle traversing the oval centre of vieussens and 
the internal capsule. These fibres in the cortical 
substance are evidently at a slight distance from the 
cerebral surface, and we conceive that an excitement of 
this surface, however feeble, might reach them and set 
them in functional activity. We can only be fully 
justified in affirming that the effects of the electrification 
of the excitable regions of the brain have really as their 
cause the excitement of the grey cortical substance 
itself if these effects offer, in this case, characters distinct 
from those of the results of the direct electrification of 
the subjacent nerve fibres. 

It is alleged that such is the case, ¢.¢., that there are 
notable differences between the effects produced, ac- 
cording as the electrification is applied to the surface of 
the regions called motive centres, or to the fibres of the 
oval centre which comes from these regions. 

One of these differences is said to consist in the fact 
that the cortical layer of the brain in the motive regions 
is more excitable than the nervous fibres which issue 
from it. This is in fact what is. observed if we place 
ourselves in the same experimental conditions as the 
physiologists who have observed this difference. It 
has been noted what is, for the Faradic current em- 
ployed, the minimum of intensity sufficient to obtain 
a movement in any part of the body, ¢.g., in the posterior 
limb, on electrifying the region in which the motive 
centre of this member is seated. This region of the 
cortical substance has then been removed by excision ; 
then, when the bleeding has ceased, faradisation is 
applied on the surface of the section of the oval centre, 
to the white excitable bundles which have been cut 
across. We see, then, that it is necessary, in order to 
obtain the same movement of the posterior limb, to 
employ a current a little more intense. 

This difference, if incontestable, would have a certain 
value in the discussion. I must say that it exists only 
in the conditions in question, conditions in certainty 
very defective, since the section which uncovers the 
excitable white bundles of the oval centre of vieussens 
diminishes the excitability of these bundles, in conse- 
quence of the traumatic disturbance and the loss of 
blood. In order to compare this excitability to that of 
the surface of the regions known as motive centres, I 
make use, as I have indicated in a former publication, 
of a copper wire, covered with gutta percha, and bare 
at its free extremity only. This wire, which is con- 
nected to one of the conductors of the chariot apparatus 
of Da Bois Reymond, is introduced into the white 
substance, through the circumvolution which forms the 
external border of the sigmoid gyrus. It is then let 
penetrate obliquely below the gyrus, till its free ex- 
tremity is in contact with the white bundles which 
spring from the cortical regions considered as the motive 
centres of the limbs. The other excitor is then placed 
in a nostril, or in the cavity of the mouth. If we 
operate thus upon a dog slightly morphinised, or not 
having undergone any preliminary intoxication, we 
easily recognise, after having discovered what is the 
minimum of electric intensity sufficient to provoke 
movements, by acting on the surface of the gyrus, that 
the white subjacent bundles may be set in action by a 
much more feeble current. With Gaiffe’s large-model 
chariot, on placing upon the gyrus (at the level of the 
point corresponding to the hind limb) the exciter 
intended to electrify the brain, we still obtain, in an 
experiment, movements of this limb when the coil of 
induced wire was placed at 0°175 metre from the point 
where it entirely covers the coil of inductor wire ; at 
0:180 metre there is no longer any movement. When 
the same investigation was made by introducing the 
Same exciter into the oval centre of vieussens up to 
contact with the white bundle coming from the point 
of the gyrus in relation with the hind limb, we still 
obtain movements of this limb when the coil of in- 
duced wire was placed as far as 0-210 metre from its 


point of departure. Further, with a removal of the 
coil of induced wire to 0140 metre, the movements 
occasioned in the posterior limb were less considerable 
on exciting the surface of the sigmoid gyrus than on 
electrifying at a distance of 0190 metre, the white 
bundle which issnes thence. 

The excitability of the surfaca of the sigmoid 
gyrus is then feebler than that of the excitable parts 
of the oval centre of vieussens. 

Another difference has been pointed out, certainly 
more important. The electric excitement of the sur- 
face of the excitable points of the brain, if sufficiently 
energetic and prolonged, often induces—as is known 
from the experiments of Fritsch and Hitzig—epilepti- 
form attacks. It is thus at least with several mammals, 
especially the dog, the cat, and the ape. These attacks, 
the characters of which are well known to all physio- 
logists, are only produced, it has been said, by excite- 
ment of the surface of the excitable points ; they have 
never taken place when the same excitement is applied 
to the white bundles issuing from these points. Such 
a difference would be very fit to show that excitements 
applied to the surface of the brain really act by setting 
in activity the grey cortical substance, and not the 
subjacent white matter. It would at the same time 
prove that the grey substance at the level of the super- 
ficial points excited possesses an impressionability and 
reactivity, and consequently, as a more or less legiti- 
mate inference, that it is endowed with special func- 
tional energies. But here, again, we may easily con- 
vince ourselves that this difference does not exist. If 
we electrify the white bundles which issue from the 
excitable points of the sigmoid gyrus in a dog, con- 
ducting the experiment by the procedure above-des- 
cribed, there is always induced an epileptiform attack, 
violent, prolonged, offering all the characteristic phases, 
and often followed after a short interval, without any 
new excitation, with one or several attacks, similar or 
nearly soto the first. In order to determine the epilep- 
tiform attack by the excitement of these bundles, a less 
strong current suffices than that which is necessary 
when the surface of the gyrus is electrified. I add that 
the attack may be produced by the electrification of these 
bundles, even when all the grey cortical substance of 
the excitable regions of the brain has been previously 
destroyed by means of the thermo-cautery. 

The other alleged differences between the superficial 
and the deeper excitations of the brain with reference 
to these effects are explicable, for the mest part, by the 
greater excitability of the bundles which issue from 
the points of the grey cortical substance known as 
motive centres, and by the fact that these bundles are 
more energetically excited when the electrification bears 
directly upon them, than when it reaches them across 
the grey cortical substance. 

I consider myself, in fine, authorised in declaring 
that the experimental arguments, by means of which 
it has been sought to prove the motive excitability of 
the grey cortical substance, in certain definite points 
are void of value, and cannot serve to uphold the hypo- 
thesis of the localisation of cerebral functions, 

It is important to point out, in conclusion, that the 
nervous fibres destined to carry the cerebral motor in- 
citements to such or such a part, eg., to a limb, may 
spring from the cortical substance at given point. But 
it does not follow that this point is a distinct centre for 
setting these fibres in action.—Comptes Rendus, March 
23rd, 1885. 








The Electric Lighting of the Suez Canal,—In the 
report of the International Commission of the Suez 
Canal attention is drawn to the important question of 
night navigation in the canal by means of the electric 


light. This subject is said to be under serious con- 
sideration, experiments having been made with the 
electric light between Suez and Ismailia; but it hap- 
pened unfortunately that a bright moon was shining 
on the night when these experiments were made, the 
result being that the effect of the electric light was 
lessened, 
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MANCE’S PATENT FAULT-TESTING 
APPARATUS. 


THE accurate localisation of faults in submarine cables 
is a matter of great importance to those who have to 
undertake the repairs of the defects. It is only those 
who have had to make the necessary tests who tho- 
roughly appreciate the numerous practical difficulties 
which arise and who would recognise the value of any 
contrivances which would render the work easier of 
execution and more likely to be accurate. Perhaps no 
one has given more attention to the subject of fault- 
testing than Mr. Mance; and the apparatus which he 
has designed for the purpose is the result of extended 
experience. 

The general appearance of the instrument is shown 
by fig. 5, and the plan of the connections, &c., by figs. 
1, 2, 3 and 4. The general explanation of the inven- 
tion is as follows :— 

The effects of earth currents can be eliminated 
when measuring a perfect line by testing by what is 
called the “cable current zero method,” in which the 
earth current deflection is adopted as the zero; or by 
making two measurements, one with a negative and 
the other with a positive current, the mean result 
being afterwards corrected by means of well-known 
formule ; but should there be any faults on the line 
capable of being polarised, or if the terminal earth or 
earths be extremely small, polarisation currents are 
instantaneously set up which oppose the testing 
current and which have the effect of making the re- 
sults higher than the real resistance of the line. 
Reversing the current under such circumstances is 
useless, as instead of one observation being higher and 
the other lower than the true value, as would be the 
case if an earth current merely were disturbing the 
tests, the tendency of the polarisation current is to 
make both observations much higher than the true 
value; moreover, the condition of the fault itself 
varies considerably under reversals of current thus 
introducing another source of error; under these 
circumstances the application of any correction be- 
comes impossible. On the other hand, the “cable 
current zero method” is open to the objection that, as 
polarisation currents are set up instantaneously, the 
earth current zero is altered immediately the testing 
current is applied. The rush of current into a eable, 
on first applying a battery, also seriously affects the 
accuracy of this method, which at the same time 
requires the exercise of considerable dexterity and 
skill on the part of the observer. 

The modification in the testing bridge (that is to 
say, the substitution of. proportion coils which are 
more suitable for rapid manipulation), enables tests to 
be taken by comparatively inexperienced observers, 
which, when corrected by the formula given in this 
article, give a result representing the actual resistance 
tested through, a very different thing from the appa- 
rent resistance shown by tests taken in the ordinary 
manner. 

The existence of polarisation and earth currents will 
cause the tests taken from day to day (or with different 
battery powers) to be widely divergent, but the appli- 
cation of the formula here provided, to tests taken with 
the improved testing apparatus, will give corrected 
results closely agreeing with each other, or if the fault 
is not steady, showing clearly to what extent the resis- 
tance due to the fault itself is altering. 

Take, for instance, a telegraph cable having a re- 
sistance of 6 ohms per mile, with a short length of 
the copper conductor exposed at a complete fracture 50 
miles distant. 

This tested daily with the ordinary Wheatstone’s 
bridge and using the $38 pair of coils in the ordinary 
proportion box, may easily give results as widely 
divergent as 350,400 or even more ohms, whereas the 
true resistance up to and through such a fault would 
be about 310 ohms. Up to the present, with a fault of 
this description, it has been necessary to bring con- 
siderable judgment and skill to bear in order to guess 
at the probable error due to earth and polarisation 











currents, but by testing in accordance with the follow- 
ing method the corrected results in such a case as that 
above quoted would have been about 310 daily, that is 
to say, $00 for the line and 10 for the fault ; one pair 
of readings will give a sufficiently correct result and 
long series of tests will be unnecessary. 

The daily variation in the corrected results is usually 
so small that the occurrence of a second break in the 
vicinity of the original fault is frequently detected, 
whereas with the old system of testing its existence 
would have been unsuspected in consequence of the 
slight difference being unnoticed amidst the variations 
caused by changing earth and polarisation currents, 

In testing a closed circuit, free from any disturbing 
currents, the result will appear the same whether 
testing with a pair of proportion coils having a resis- 
tance of 100 ohms each or whether using a pair having 
a resistance, say ten times as great. 

But let there be any disturbing influences such as 
polarisation currents, and the result observed when 
using the smaller pair of coils in the proportion box 
will be quite different from those obtained when using 
the larger. 

In determining these differences accurately much 
depends upon being able while testing fo quickly sub- 
stitute one set of proportion coils for another and to 
rapidly readjust the resistance in the main branch (the 
10,000 box) so as to reproduce balance. 

Using the ordinary Wheatstone bridge arrangement 
with the improved switching proportion coils, the 
observer should apply a continuous current when 
testing a fault, and observe the apparent resistance, 
using, say, a pair of coils in the proportion box of 100 
ohms each. Having- observed the resistance (without 
taking the current ‘off) switch the pair of proportion 
coils out of circuit, substituting almost instantaneously 
a pair of a different value (by preference commence 
by using a pair of 100 ohms each and then substituting 
a pair having a resistance of 1,000 ohms each). With 
the second pair of coils in circuit readjust the resis- 
tance in the main branch till balance is again obtained 
—this can be doné very rapidly by using in the latter 
branch a sliding resistance box containing 50 or 100) 
coils of one ohm each for the finer adjustments. 

In testing by this method, the second reading (that 
is to say the one obtained when using the higher pair 
of proportion coils) is usually higher than the first 
when using the lower pair of proportion coils—but 
not invariably so. The first reading may be taken 
leisurely—the second should be secured with as little 
delay as possible to avoid any error due to alteration 
in earth or polarisation currents between the obser- 
vations. The improved proportion coils and the 
sliding resistance of single ohms enable even an inex- 
perienced observer to secure very accurate results. 


Method of calculating the tests. 


The results obtained by using different pairs of pro- 
portion coils provide equations which enable us to 
eliminate the effects of the polarisation or earth 
currents. 

Let P, equal the resistance of one of the proportion 
coils used during the first observation, it being as- 
sumed that the test is commenced with the lower pair 
of coils. 

Let P, equal resistance of one of the higher pair used 
to obtain second observation. 

If using the hundred to hundred and thousand to 
thousand pairs, 

P, would equal 100. 
1000. 

Let R, = resistance observed when using P, pro- 

portion coils. 

Let R, = resistance observed when using P, 

Let » =the internal resistance of the testing 

battery. 

Then 2, the true resistance of the line and fault 
tested through, 


P, ” ” 


R, (27 + Py) — Ro (2 7 + Py) 
P, + Ro — P, — R, 


equals 
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When tests from both sides are available and the 
conductor is unbroken, the resistance of the fault is 
jmmaterial providing it remains steady—its position 
can be ascertained by means of tests taken with the 
distant end of the cable earthed or insulated ; but 
before any of the customary formula (as, for in- 
stance, Blavier’s) are applied, the tests, both insula- 
tion and earth, must first be corrected by the fore- 
going formula, Additional accuracy will be se- 
cured if, when testing from both sides, the fault is 


positive current, it may safely be concluded that it is a 
large one, for which 10 ohms will, as a general rule, be 
a fair allowance ; by deducting this amount from the 
corrected results of tests to the broken end and divid- 
ing the remainder by the conductor resistance per 
knot, the distance up to the fault will be given with- 
out any further calculation being necessary. 

The general arrangement of the apparatus, as before 
stated, is shown by figs. 1,2, 3 and 4 (the galvanometer 
and battery being omitted). R is the main resistance, 


Fig. 2. 
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brought approximately near the centre of the line by 
inserting resistance on the shorter side and treating this 
added resistance as part of the line for the time being ; 
it is better also if the batteries on either side be 
approximately equal in strength. 

If the cable is completely fractured, the copper con- 
ductor is almost invariably exposed on one side of the 
break—as a general rule at least half an inch is in con- 
tact with the water. A good idea as to the size of the 
fault can be formed from the steadiness or otherwise 
of the tests. If there is little or no tendency in the 
fault to increase in resistance when tested with a 


adjustable up to 10,000 ohms. In direct connection 
with it and practically forming part of it is the addi- 
tional box, B, containing any convenient number of 
coils of small resistance (generally 1 ohm each will be 
found most convenient) with sliding contacts for 
rapidly effecting the finer adjustments : these coils are 
thrown in or out of circuit by turning the handle, H. 
The improved proportion box, ¢, fig. 4, permits of 
the various pairs of coils being instantaneously changed 
by giving a movement of rotation to the handle 
operating the double arm,7. It can be used in the 
ordinary manner with equal or unequal proportions by 
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placing the handle at zero, as in fig. 1, and inserting 
two metal plugs, K, at the holes pertaining to the coils 
it is required to use. The proportion coils may be 
short circuited, if required, by placing these two plugs 
in the two extra holes near the terminals, e and /. 
Two stops are provided for limiting the play of the 
arm i when working by “Mance’s method”; these 
stops can be placed in holes conveniently placed about 
the brass plate, c. 

The limb or arm, 7, is furnished with platinum con- 
tact edges or points to ensure perfect contact, they 
rubbing on platinum surfaces in the metal blocks, a, a. 
In fig. 1 the coils are drawn outside the box to show 
diagrammatically the manner in which the connections 
are made. One end of each coil is in permanent con- 
nection with its insulated block, and the other end is 
brought to the common terminals, d! end d; the arm, 7, 
is in perfect metallic contact with the plate, c, and 
terminal, 0. 


Vase 
"ERP “yi 


me 
' t 


Fia. 


At ©, in fig. 4, the arm, 7, is shown in position for 
throwing a pair of one hundred ohm proportion coils 
into circuit—it is obvious that coils of any required 
resistance may be substituted for the pairs of ten—one 
hundred and one thousand ohms. 

Fig. 2 isa section of the improved arrangement for 
manipulating the proportion coils. The arm, 7, is 
shown in the same position as in fig. 4. 








TELEGRAPHIC PHYSIOLOGY. 


It is generally understood by physiologists that an 
ordinary tetanic muscular movement is essentially a 
vibratory movement, and that an apparently rigid 
muscle is really the subject of a series of vibrations 
corresponding to the series of nerve currents or “nerve 
pulsations from the brain.” The number of these 
nerve currents in a second that will produce a tetanic 
contraction of the muscle is estimated at about 19 or 20. 

From experiments made with induction currents 
upon muscles, it is estimated that if a single nervous 
impulse is given to a muscle, the muscle will be con- 
tracted and elongated in about one-tenth part of a 
second. This fact is somewhat interesting from a 
telegraphic point of view, since a telegraph clerk, when 
manipulating at about the average speed, forms his 
dots at about the rate of 10 to the second. 

But a telegraphic clerk, when sending very rapidly, 
forms his dots at about the rate of between 14 and 15 
to the second. Thus it appears that two sets of muscles, 
the one depressing and the other raising the hand, can 
be alternately contracted by a series of nervous im- 
pulses ; each series of nervous impulses having about 
three-fourths the rapidity that would be required to 
produce a tetanic contraction of the muscles. 

In writing, the rapidity with which a muscle may 
repeat a motion in the same direction is possibly less 
than 10 times a second—thus, for instance, a pen could 
not make 10 down strokes in a second. 

The less frequent contraction of the muscles in 
writing than in telegraphic manipulation is probably 
accountable by the greater complexity of the motion 
of the hand in writing than in telegraphic manipula- 


tion. 
W. Moon. 


ELECTRIC LIGHTING FOR STEAMSHIPs. 


By ANDREW JAMIESON, Assoc. M. Inst. C.E. and F.R.S.E, 


(Continued from page 333.) 


CORRESPONDENCE. 


Mr. R. E. Crompton remarked that the question of low speed 
dynamos for ships had excited the greatest interest amongst the 
manufacturers of these machines, and great progress had been 
made. The author had given little information on this point, 
stating merely tbat several of the best forms of dynamo had been 
modified for ships’ use. Uptoarecent period, this modification, 
as usually carried out, consisted in winding on to the armature an 
increased number of coils, making a large machine do the work of 
a small one, and certainly this was not a scientific mode of solving 
the problem. If, when put into the form of a simple formula, 


rna ' : , 
where Eg = 00 G00" E, being the electromotive force in the 


armature in volts ; r the revolutions per minute ; n the number of 
turns of winding on the armature ; a the area of cross section of 
the armature core; and p a coefficient which depended on the 
intensity of the magnetic field through which the turns of wire i 
passed ; evidently, if the revolutions per minute were to be kept 
sinall, the requisite Ea would be obtained :— 

lst. By making a large, and this involved a large and expensive 
machine. 

2nd. By making n large, which meant winding a great number 
of turns of thin wire on the armature. 

3rd. By making p large, in other words increasing the strength 
of the magnetic field. 

Now, up to a recent date, whenever sea-going engineers insisted 
on the revolutions of thedynamos being kept down to five hun- 
dred revolutions per minute, so that the dynamos could be coupled 
direct to the steam engines which drove them, the first two 
methods only were employed. It remained for Dr. Hopkinson, 
and in a lesser degree for himself, to obtain the necessary 
electromotive force at the required low speed, by increasing the 
strength of the magnetic field. This had been arrived at by 
them independently im much the same way, viz., by using, both 
for field magnets and for the armature core, a greatly increased 
mass of the softest and purest charcoal iron, and proportioning 
the parts composing the magnetic circuit so as to obtain the least 
possible resistance to the passage of the lines of force. This 
improvement in dynamo apparatus enabled machines to be con- 
structed giving sufficient electromotive force for working the 
lamps at the comparatively low speed of 400 revolutions per 
minute, and still to maintain a high efficiency or high proportion 
of useful output; Whereas by the older plan of increasing the 
turns on the armature, the efficiency of some of the machines used 
in the Royal Navy and elsewhere was only as much as 50 or 55 
per cent. In the later improved machines the efficiency was as 
high as 84 per cent. at the same number of revolutions. He 
did not like to let the author’s electric governor pass unnoticed. 
It was stated in the paper that a good electric governor was 
greatly to be desired, and the author spoke of attempting to 
solve the problem, as if it had not already been solved. This 
was a mistake. Mr. Willans, the inventor of the three-cylinder 
engine, Mr. Wilson Hartnell, the inventor of the bell-cranked 
governor, and he had been working jointly at the subject of 
electrical governors for a considerable period. Nearly a year ago 
Mr. Willans succeeded in making an electrical governor which 
gave all the results which the author asked for, and this identical 
governor had, to the best of his belief, been practically working 
up to the present. Since then they had introduced various im- 
provements, and had 46 of these governors at work. Two 
of them were governing the two large engines at the electric 
station at the Victoria Station of the London, Chatham and Dover 
Railway. Each of these governors had the task of governing a 
compound steam engine, capable of working up to 350 H.P. when 
fully loaded. It maintained the electromotive force of the entire 
system nearly constant; in fact, it did not admit of a variation 
exceeding 1 per cent., although the load of the engine varied from 
50 to 160 H.P. in the course of the evening. He did not think 
that any mechanical governor had ever attained this degree of 
excellence. 

Mr. R. E. Dunston observed, that as the uncertainty of the 
electric light had always been one of the most damaging points 
urged against it, he was surprised that no mention had been 
made in the paper of the possibly disastrous and certainly annoy- 
ing results which must follow the fusion of a main safety junc- 
tion. The arrangement shown by Mr. Hedges had, at all events, 
the merit of trying to alleviate this evil. This arrangement 
would prevent a total extinction of light owing to a temporary 
excess of current in the main if not caused by short circuits ; but 
it would give no indication that it had been called into action, and 
so the secondary fuse, of large current capacity, might remain in 
circuit for a considerable time, during which there would be but 
little protection against undue heating of the wire. He thought 
that the arrangement adopted by the Pilsen Company, which 
was not covered by any patent, was more serviceable. It was to 
place in parallel circuit with the safety fuse a suitable resistance 1n 





* From the Proceedings of the Institution of Civil Engineers. 
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series With a second safety fuse. In the annexed diagram (fig. 15), 
y represented the main; m, F, the fuse in series with the main ; 
z the resistance in parallel circuit with the main fuse; and R, F, 
the fuse in series with this resistance. With this arrangement, 
as with that of Mr. Hedges, both fuses would act in the event of 
a dangerous short circuit ; but should the main fuse fail owing to 
a temporary excess of current, then the resistance r, suitably 
adjusted to the circumstances, would tone down the lamps to half 
power, thereby attracting the attention of the attendant, and 
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Fig. 15.—Pinsen Ligut. ARRANGEMENT OF Sarety Fuse. 


ensuring the renewal of the main fuse. With regard to the 
sectional area of copper required in leads, and the amount of 
insulation desirable to place thereon, he should be sorry to advo- 
cate false economy; but on the other hand he must enter a 
protest against rule of thumb. It had been urged that the cost 
of copper was, relatively to efficiency, but a trifle. To this he 
dissented for two reasons: first, it was incorrect; secondly, it 
might have a tendency to check investigation on this important 
subject, and to cause practical men to revert to the rough rule— 
“Have copper enough”—from which they were only now 
beginning to be free. 

Mr. J. F. Fuannery submitted the particulars of the cost of 
electric lighting on the Birkenhead steamers, upon the basis of 
which the system was being fitted by the Wallasey Local Board 
to two saloon river passenger-steamers being built at Preston. 
The vessels were 130 ft. long, 35 ft. beam, and had about 25 
Edison-Swan lamps. In the case of one vessel, the dynamos were 
driven by Mather and Platt’s horizontal engine costing £240, and 
in the other by Parker and Elwell’s 3-cylinder engine, costing 
£180. The lamps were guaranteed to last 1,000 hours each. The 
total cost of coal on one steamer for 920 hours was 1}d. per hour, 
and oil for the engines came to about 2s. 6d. per week. The cost 
of the oil and wicks of the old oil lamps was £17 per annum for each 
boat, and the cost of electric lighting was about £40 per annum 
for coal and oil; but there was of course no comparison in the 
amount of illumination, nor as to the general appearance of the 
saloons under the two systems. It was estimated by the engineer- 
in-chief of the Guion line that the expense of the electric lighting 
system was, for maintenance and consumption, about three times 
as much ag vessel as the former system of oil lamps. 

Prof. G. Forsrs observed that the defect of the lamps often 
gong out, when the ship rolled heavily, was due to the spring by 
which the lamps were attached to the terminals, If the steward 
in fixing a new lamp did not take care that the pressure of the 
spring was equable, a heavy roll of the ship overcame the spring 
and broke temporarily the electric circuit. He lately noticed the 
same effect in his own cabin on the Servia, and the steward was 
alone to blaine. Makers of lamps, however, might take note of 
the trouble, and arrange matters so that not even the steward 
could cause this annoyance. 

Mr. W. A. Gorman remarked that the author, in concluding the 
paper, mentioned as a novelty the electric light for fishing and 
submarine purposes. But since 1870, in conjunction with Messrs. 
Siemens, Messrs. Siebe and Gorman had manufactured submarine 
electric lamps.* In the hands of inexperienced men the arc light 
Was not so suitable as a lamp now constructed by them. It con- 
sisted of five Swan glow lights, placed in a glass globe made of 
sufficient strength to withstand the pressure of water. The globe 
was held in metal flanges; the top flange contained the stuffing- 
box for the wires, sling handle and weight. The total cost was 
only £6. Electric light was most valuable for submarine work. 
A large steamer had been saved in November, 1884, entirel y 
through the divers having a submarine electrical lamp. The 
work was carried out day and night, and the vessel was floated 
just before a heavy gale came on. He considered electric light for 
submarine purposes to be most valuable, and with the aid of the 
telephone a great assistance to divers when engaged in harbours, 
or when working in the holds of sunken ships, as also for holding 
4 survey upon a vessel damaged under the water line, frequently 
obviating the expense of docking. 

‘ Mr. C. Haut, of the Peninsular and Oriental Steam Navigation 
foley’ was enabled, by favour of his directors, to submit the 
Slowing statement of the company’s experience of the cost of 
electric light on board ship. He should premise that the state- 
ment made by Mr. Farquharson, with reference to the comparative 
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* Minutes of Proceedings, Inst. C.E., vol. lii., p. 85. 


cost of the two systems on board the Crocodile, appeared to be in- 
correct in one important particular ; he referred to the depreciation 
of electric plant. By allowing only 2} per cent. Mr. Farquharson 
estimated the “life” of the plant at forty years; but he was 
much mistaken if ten years’ life was not a more trustworthy esti- 
mate, looking at the likelihood that all existing plant would be 
obsolete ten years hence. He had, therefore, reckoned 10 yer 
cent. depreciation on plant, and 5 per cent. on the foundations ; 
while a similar depreciation of 10 per cent. had been allowed for 
the oil lamps. The electrically lighted ship Valetta had been 
running for nine months, covering during that period nearly 
42,000 miles. Her actual cost for lighting was equivalent to the 
following amounts for a complete year :— 
Ze 4. 
Coil, oil, stores, candles, repairs, lamp re- 
newals, pay and victualling of men a f 2 
Depreciation of plant at 10 per cent., of 
foundation 5 per cent. “ “si wee © 


£843 12 2 


In comparison with this he had caused an account to be pre- 
pared of the cost of ordinary lighting on board the Carthage, a ship 
of similar type and size, employed on the same East Indian and 
Australian service. 

am @, 

For one year the cost of lighting by oil and 
candles (including repairs of lamps) was... 493 13 7 
Add 10 per cent. depreciation of lamps ~ ... 70 0 0 


£563 138 7 


It would thus be seen that the result was different from that 
obtained on board the Crocodile, where an economy of about £300 
a year had resulted from the use of electric light. In the Valetta 
there was a loss of £279 183. 7d., or 40) per cent. This was not 
difficult to explain, the fact being that the Carthage and other 
Peninsularand Oriental steamers were very economically lighted by 
means of a mineral oil, which was both safe and cheap. The Crocodile 
on the contrary appeared to have been lighted in an expensive 
way by olive or colza oil and candles. It should be stated that 
although there were 250 electric lamps on board the Valetta, 
she was not exclusively lighted by electricity; oil lamps 
were still used by the trimmers in the bunkers, and for 
cargo purposes in the holds. Some candles were also burned 
in the officers’ cabins, &c., when the ship was lying in port without 
passengers, it being undesirable to keep steam at such times for 
the electric light. 

On board the Valetta was the only specimen which the Peninsu- 
lar and Oriental Company had of the double-wire system ; and it 
was somewhat curious that she was the only ship in which he had 
had a case of a cable corroding through the action of salt water. 
The author seemed to think this defect a special peculiarity of the 
single wire system; but he could assure him that his observation, 
so far, led to precisely the opposite view. He had adopted the 
single wire system with considerable hesitation, the joints between 
the lamp wires and the skin of the ship being a matter of some 
anxiety ; but his apprehensions on this point had been completely 
set at rest by the careful way in which these joints had been made 
by Messrs. Siemens Bros. and Co. He did not share the impres- 
sion that there was cf necessity an increased chance of short cir- 
cuiting, when the single wire system was used. But, on the 
contrary, it appeared to him that the single wire system, if 
properly carried out, was less liable to short circuit than the 
double system. It was scarcely necessary to point out the advan- 
tage of having only one wire to deal with and protect instead of 
two wires, and the additional gain in the matter of diminished re- 
sistance was by no means to be despised. Some fears had arisen 
at first in the minds of the nautical staff that the compasses would 
be affected by taking the return through the ship ; but after careful 
and prolonged observation, it had been proved that such fears were 
groundless. The frictional driving gear of Mr. Raworth had been 
shown to him on board the City of Chicago about twelve months 
ago, and it at once took his fancy. Four sets were now at work on 
board ships belonging to the Peninsular and Oriental Company, 
and the results had been so satisfactory that similar gear would 
shortly be fitted to several others. The gear was evidently 
inferior to none in compactness and simplicity ; but its greatest 
recommendation was the way in which the ship’s engineers ap- 
proved of it. Many other small engines were in use on board 
for various purposes, of the same type as the engine used by 
Raworth, and the knowledge that these little engines could 
be, and in fact were, worked from year’s end to year’s end 
with little attention, and next to no repairs, enabled duplicate 
plant to be confidently dispensed with; a few spare parts, 
including an extra armature, being the only duplication found 
necessary. The pulleys were solid blocks of paper, made of 
a pile of sheets, compressed by hydraulic power, and bolted 
between two wrought-iron flanges. The paper surface was turned 
up in a lathe like a block of hard wood, and it was so solid that it 
rung like a piece of metal when struck. He had not yet been 
able to detect the slightest signs of wear in any of the pulleys 
under his charge. He had made it a rule to provide a large margin 
of power in all the installations for which he was responsible ; 
unless this was done, the engine could not perform its work when 
the piston became leaky, or other derangements incidental to a 
long voyage occurred. In many cases it seemed as if there was an 
undefined idea among electricians, that Mr. Preece’s proposal to 
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make a H.P. equal to 1,000 watts had become an accomplished fact ; 
but his own practice in this respect was so to proportion the engine, 
that not more than 400 watts per actual H.P. should be expected 
when new. He could not say much at present with reference to 
the life of the incandescent lamps on board ship ; the oldest lamp 
afloat of which he had experience being only about 1,200 
hours, but the satisfactory duration of lamps in the Royal 
Navy would solace the gloomy feelings hitherto inspired by the 
bills for Swan and Edison lamps. No doubt it would soon come to 
pass that a Swan lamp would be guaranteed for 1,000 hours, 
and replaced gratis if it broke sooner. He must confess, however, 
that in this respect the Swan lamps had not given much cause 
for complaint, so far as the Peninsular and Oriental Company was 
concerned. One vessel had just completed a voyage to China and 
back with only 20 broken lamps out of 250, but the Edison lamps 
had not been so fortunate. He had had trouble when the plaster 
became wet, as it often did in the engine room or stoke-hole; the 
little copper wires which passed through it corroded and parted. 
However, most of the failures of the Edison lamp left the fila- 
ments intact, and it had been possible to cobble up the lamps, and 
make use of them in many cases. In compliance with urgent 
demands for deck cargo lights, he had reluctantly been compelled 
to provide them. The prospect of flexible cables bundled about 
on deck at the mercy of seamen and stevedores was one which he 
could not contemplate without misgiving, and he should be 
thankful for a good practical suggestion for a method of keeping 
these cables out of harm’s way. He considered are lights to 
be unsuited for passenger steamers, where it was impossible to 
give them the same attention as in the Navy. Passenger steamers 
could not afford to carry a special officer to look after them, and 
they would soon be destroyed by the combined effect of coal-dust, 
steam, salt spray, and the rough handling of unskilled wen. He 
had, therefore, contrived a special form of deck lantern to contain 
three 40-candle Swan lamps. This lantern served for use at the 
hatchways, at the yard-arms for coaling; and he had suggested 
its adoption for dances or entertainments on the quarter deck. 

For the last two years a good deal of his time, attention, and 
patience had been absorbed by the care of a large set of storage 
cells, used tor lighting the company’s office in Leadenhall Street. 
The convenience of the system was of course great; light was 
available at any moment, day or night, irrespective of engine or 
engine-driver. Every lamp could be switched into circuit when- 
ever wanted, and put out when done with; the latter operation 
was, he regretted to say, often forgotten. ‘The service of light 
had never been interrupted for a single day, but this result had 
been only obtained by an amount of care and watchfulness which 
could not be expected on board ship. Another objection to storage 
cells at sea was the quantity of sulphuric acid carried in them ; 
and the danger to an iron or steel ship from the slopping about of 
this acid needed no comment. The Author seemed to have a high 
opinion of the value of insulation tests, and he agreed with him 
that they should be made if the installation was taken at a low 
price, or was in any way doubtful; but such tests were trouble- 
some to make, and for all practical purposes, he thought, they 
might be dispensed with, when there was no doubt in the first 
place that the quality of the cable used was first-class ; and in the 
second place, that the contractors were thoroughly good and 
responsible people. The contractor would protect himself by 
employing only good and capable men, if he knew that he would 
have to make good defects. After all, there was no insulation test 
so thoroughly searching as practical work at sea for a couple of 
long voyages. He agreed with the author that a perfect mecha- 
nical governor for sea-going electric light engines did not exist ; 
in fact, the present governors were not much used; they caused 
the light to fluctuate, and the men preferred to work by hand, 
keeping the governor adjusted to check any large increase of 
speed, such as would occur if a whole circuit of lamps went out 
simultaneously. He feared that even the electric governor shown 
by the author would scarcely overcome the difficulty, seeing that 
it merely governed the steam supply. Now electrical engines 
were connected to exhaust into the main condenser at sea, and 
ran with the regulation open, perhaps, half a turn; the work 
being mostly done by the vacuum, and it must be evident that, 
unless the throttle was absolutely steam-tight, the engine would 
run on the vacuum for some time after the throttle was closed. 
It was undesirable to put a second throttle into the exhaust, and 
govern at both ends; but he thought it was possible that some- 
thing might be done by employing the governor to brake the 
engines. 

Mr. Drurrr HAurrn remarked that the question as to the con- 
sumption of steam in small direct-acting engines having arisen, 
it might be of interest to give particulars of a test lately under- 
taken in America with a Westinghouse engine, and published by 
the American Machinist, 29th November, 1884. The engine had 
two single-acting cylinders, each 7 inches in diameter, by 7 inches 
length of stroke, and made 293 revolutions per minute, the steam 
being cut off at half stroke by the lap of the valve. The boiler- 
pressure was 95 Ibs. per square inch, and the clearance 7'2 per 
cent. The mean effective pressure was 44°13 lbs., and the indi- 
cated H.P. 17°54; the brake H.P. being 15°53, or an efficiency of 
85 per cent. The steam used per indicated H.P. per hour was 
34°36 lbs., and per brake H.P. 38°8 lbs. Of the water used, 
80 per cent. was accounted for by the indicator. The grate 
area was 49 square feet, and the heating surface 80°6 square 
feet. The evaporation to and from 212° Fahrenheit was 
9°44 Ibs. of water per lb. of coal, and, taking the temperature of 
the feed at 56° Fahrenheit, this gave a consumption of 5 lbs. of 
coal per indicated H.P. per hour. With reference to the question 


of regularity of running of engines driving dynamos, he thought 
mechanical engineers were often most unjustly blamed by elec. 
trical engineers for faults which really did not exist. He had lately 
seen an installation consisting of several large are lamps driven 
from one engine, and he observed that the irregularity in the light 
took place in each lamp successively. As they were all driven by 
the same engine, this could not possibly have happened had the 
driving of the engine been at fault. 

Mr. W. H. Massey observed that, although it was the fashion to 
solder joints, he had found it easier and better in every way to 
make tight well-bound joints without solder. Copper being such 
a good conductor of heat, when soldering was resorted to, the in- 
sulating material on the cable or lead was spoiled for a longer 
distance on each side of a large joint than was allowed for in 
ordidary practice; besides which there was always a much greater 
chance of injurious matter getting into the joint, even when the 
use of “killed salts” was forbidden, and so causing chemical 
action. He had known cases where, after passing a strong current 
through a circuit for a short time, a kind of secondary battery 
action could be detected at the joints; and yet these joints and 
the insulation of leads had been tested, and pronounced very 
good. What might do very well for submarine cables would not 
answer for electric light joints, because there might be more 
electro chemical action during five minutes with the latter than 
would take place with the former in ten years. He thought it 
desirable to make some tests, but his experience had been that too 
much testing made men engaged in jointing careless. In_ his 
opinion, it was far more important to establish an insulation that 
would last well, than to aim at absolute perfection in the first 
instance. He had been on board ships fitted up by eminent firms, 
and where the total insulation resistance was not more than two 
or three times the resistance of an incandescent lamp; and, 
although less than he should insist on for his own work, these in- 
stallations might possibly outlast some of those fitted out under 
the author’s rules. 

Mr. C. H. Puruuirs would specially emphasise the author’s con- 
tention that every installation should be tested and passed by 
competent electricians, and with such conditions he believed the 
supervision might be fairly entrusted to the engineer on watch ; 
the author had judicially stated the “for and against ”’ wiring 
with one lead or two leads; and if he preferred the one wire 
system, making the iron of the ship earth, he slightly differed 
with him. As a matter of cost he thought the extra wooden and 
waterproof casing throughout would more than counterbalance 
the slight cost and advantage of return wires. He agreed with 
him that it was most essential to have an ample carrying capacity 
in the leads, and that for all ordinary lengths on board ship the 
standard of 1,000 ampéres per square inch of copper was sufficient. 
There had been some difficulty in finding a dielectric to cover all 
the requirements stipulated for by the author, but he thought 
they had now been fairly met by the use of high class vulcanised 
India rubber where gutta percha was almost useless, as it would 
not stand exposure to the atmosphere. He felt sure the author 
would agree with him that considerable skill and care were re- 
quired in running the leads, as they were far more liable to 
damage on board ship than on shore. The idea of testing “air 
leading wires” in salt water, after 24 hours’ submersion, was a 
great innovation upon the empirical ways in which too many 
installations had led to failure. 

Mr. A. JamrEson, in reply to the discussion and correspondence, 
said he agreed with Dr. Hopkinson that if the absolute insulation 
resistance of dynamos was carried out in inverse proportion to 
their size or conductor-surfaces, an equal degree of efficiency and 
safety would result; and he would therefore modify his rather 
hard-and-fast rule, thus :—* New dynamos for 100 incandescent 
lamps to be tested immediately after a run of not less than one 
hour at full power, and to have an insulation-resistance of not less 
than 10,000 ohms per volt generated by them, between the metal 
frame work and the armature with electro-magnet coils in circuit, 
as well as between the series and shunt wires of the electro- 
magnets. The insulation resistance of other sizes to be in inverse 
proportion to the number of lamps they work, e.g., a 200-light 
dynamo to have 5,000 ohms per volt generated under the above 
circumstances.” He had found by experience that it was advis- 
able in electrical work, not to state vaguely that the insulation- 
resistance was to be “ good,” or “perfect,” as these words were 
variously interpreted, but rather to fix upon an amount of insu- 
lation which could be attained in practice with due precautions, 
and which would at the same time ensure a good margin for 
deterioration. Great care should be taken that all crevices, 
corners, and surfaces between the conductor and the cores, or 
frame work, should be filled up with some good insulating sub- 
stance impervious to damp, such as vulcarised fibre and Scott's 
insulating varnish, to prevent as far as possible the lodgement of 
damp from steam, water, as well as oil and dirt, which, more 
especially on board ship, sooner or later find out weak points in 
the dielectric, and had so frequently given trouble. He had found 
it necessary in certain instances to cover in the dynamo with a 
metal casing to prevent the water from main engine cranks 
splashing over it, and thus destroying the insulation. 

In a similar way the rule stated by the author for the absolute 
insulation resistance of the leading wires, &c., might be thus 
modified :—“ The insulation resistance of each set of circuits 
amounting to 100 lamps, including the switches and cut-outs, to 
be not less than 1,000 ohms per volt generated by the dynamo 
at the normal speed.* The insulation resistance for any other 





* Equivalent to 10 megohms per lamp of 100 volts. 
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number of lamps to be in inverse proportion to the above amount : 
¢g., the whole of the leading wire circuits put together for a ship 
having 200 lamps to have not less than 500 ohms per volt.’”’ As 
instances that there was no difficulty in surpassing the abeve re- 
quirements, he had found, in taking final tests on a damp day on 
poard the ss. Arawa, where there were 300 (100-volt) lamps, that 
the absolute insulation resistance of the whole leading wire 
system throughout the ship, including the branch and single 
switches, &c. (lamps left out), amounted to 102,500 ohms, or 30°75 
megohms per lamp; and the copper resistance of the longest 
section on board from the dynamo to the furthest lamp was only 

0:29 ohm.* The above results were accomplished by care in the 

fitting and jointing on the part of Messrs. William Denny and 

Brothers’ electrical staff, and by using first-class material through- 

out, and applying frequent searching electrical tests during the 

insertion of the wires and fittings, without which in the author’s 
opinion good and lasting work could not be always obtained. 

It might be mentioned that the contractors for the wire will 
guarantee an insulation resistance of 100 megohms per 1,000 yards 
for the class of wire used in this instance (viz., best vulcanised 
India rubber covered wire, type D), after 24 hours immersion in 
salt water at 60° Fahrenheit. This wire would suit Mr. Albright’s 
requirements for masthead lights, and if properly embedded in 
deeply grooved wooden cases well covered with the putty white- 
lead composition mentioned by Mr. Farquharson, and wooden tops 
to the casings, it should withstand all the trying effects of the 
stoke-hole. 

Theauthor was glad to find from the remarks of Mr. Preece, 
Mr. Swan, Mr. Phillips and others, that the necessity for good 
insulation in electric light systems was beginning to be generally 
appreciated, as from his early training in connection with sub- 
marine cables he had been one of its first and strongest advocates. 
No doubt, as Mr. Hall remarked, practical work at sea for a couple 
of long voyages was a thorough test of insulation ; but what firm 
would wait for such a long and protracted test as that if, by the 
application of proper appliances and rules, the value of the 
materials and of the installation generally could be determined 
before the vessel started on her first voyage. 

In regard to the several opinions expressed about the size of 
conductors which he had proposed, the adoption of a larger cross 
area would in no way lessen the necessity for an equally good 
quality and thickness of dielectric, the electromotive force being 
the same, and consequently the first cost and expense of fitting up 
larger leads would be in a greater ratio than the increased size of 
conductor. The sizes adopted by him were larger than most con- 
tractors had been in the habit of using. The rise of temperature 
above surroundings due to electrical heating was, even for the 
largest wires required, under 10° Fahrenheit. The fall in potential 
along 100 yards of the conductor was only 2°5 volts with the full 
normal current, and as the leading wires were seldom of that 
length, except to the forecastle and steetage, or second-class 
passengers’ quarters, the slight difference between the light of 
lamps closer to the dynamos and those at the further places 
was not so much as that due to the discrepancy between the 
lamps themselves, as pointed out by Mr. Siemens in reply to 
Mr. Preece. 

The rise in potential, when all the lamps but one of a section 
were turned out, under the circumstance mentioned by Professor 
Perry, only affected the lamps in proportion to their distance 
from the dynamo, and for the above mentioned reasons it was not 
worth while in the case of ships to prevent it ‘‘ by lavishness in the 
cost of the copper cable.” The percentage waste of energy, due 
to the heating of the conductor, was only 2°6 per cent. of the power 
being conveyed by the conductor for every 100 yards of its length. 
The annual cost of power wasted in heating the conductor at £10 
per LLH.P. balanced the yearly interest at 5 per cent. on the prime 
cost, plus depreciation at 5 per cent., plus interest at 5 per cent. 
for the best class of vulcanised India-rubber covered copper con- 
ductors, in the case of a ship trading between England and India. 
The author’s rule and table fitted in well with the usual sizes kept 
in stock by manufacturers, and with the most approved method of 
grouping the sections under the control of main switches into 
20 and 25 lamps, as well as for subjections into 10 lamps or less. 
In very large ships with leads over 100 yards in length and for the 
double-wire system, the sizes might advantageously be increased 

to 1 square millimetre per ampére instead of 1} ampére. but 
mM no case was there any necessity for going beyond this on 
board ship. 

In reply to Mr. Mance as to whether the 150 ships already fitted 
with the electric light still use it, he had only heard of one case 
i which it had been discontinued, and that was where the 
attempt was made to drive the dynamos direct from the marine 
engines. The general tendency was rather to extend it in those 
ships which had only at first been partially lighted. In electric 
lighting, the unit of length fell from knots to yards, and the esti- 
mate of insulation resistance correspondingly fell from megohms 
toohms! The joints mentioned by Mr. Mance were the best for 
tlectric lighting, and were those which the author had insisted 
Upon in his specifications.t 





, Final tests of ss. Tainwi before leaving London for New 
Zealand, with all switches and cut-outs in circuit, gave I.-R. of 
~ /o megohms per lamp, and a mean C.-R. of 0:28ohm per circuit. 
anuary 26th, 1885. 

oat Forty-six secondary cells had been fitted on board the ss. 
xo bound for the River Plate, by Messrs. Harvie, Glasgow, 
November, 1884. This experiment had not had a sufficiently long 





The balance sheets and statements made by Messrs. Farquharson, 
Hall, and Flannery, respecting the cost and up-keep, as well as 
life of, incandescent lamps on board ship were most interesting 
and instructive. The estimate by the engineer-in-chief of the 
Guion line that the cost of the electric light system for mainte- 
nance and consumption was about three times as much per vessel 
as the former system of oil lamps, could only be accounted for on 
the assumption that that well-known line was sparely supplied 
with oil lamps and lavishly supplied with the electric light, 
and was now making up for former deficiencies. Mr. Hall had 
apparently omitted to add the pay and victualling of men 
attending to oil lamps and candles, which would make the 
difference between the two systems of lighting still less in 
the cases quoted by him. No one gave the first cost of a complete 
installation. He had found that lately an installation on the 
double-wire system with direct driven dynamos at 500 revolu- 
tions per minute, costs on an average for 50 lamps £400, for 100 
lamps £700, for 200 lamps £1,200, and for 300 lamps £1,500. On 
the single-wire system the estimate was 5 to 10 per cent. cheaper, 
and with leave to run the dynamos at 1,000 revolutions or more per 
minute, and any ordinary vertical or horizontal engine, the esti- 
mate was 10 per cent. cheaper still. No doubt these prices would 
be still further reduced, for they had been much higher in the 
beginning of this rapidly progressing industry. Of course it must 
be borne in mind that the above estimates were only for plain 
durable fittings, and did not refer to highly artistic chandeliers, or 
heavily gilt or electro-plated brackets. 

The battle of the “single-wire” versus the “ double-wire” system 
had been so well fought, that the author felt he could not do 
better than refer the advocates of the latter system to Mr. Hall’s 
practical remarks in the Correspondence. An equal number of 
ships had been fitted, under the author’s inspection, on both 
systems, and he was bound to confess that when the work was 
thoroughly well done throughout, and the dynamos thoroughly 
well insulated internally, and if possible from the earth, the 
single wire system was the cheapest, the simplest, and the best 
on board ship. As regards the facility for accurately localising 
the position of faults, with the meagre testing appliances usually 
placed on board ship, the one system afforded no advantages over 
the other. The only warning that the attendant had in either 
case was the giving way of a fusible wire or cut-out ; and if these 
were judiciously arranged in each section and sub-section, and, if 
preferred, at each lamp as well as in the dynamo itself, there 
need be no fear of any serious breakdown for more than a few 
minutes. 

In regard to joints, he was astonished to find Mr. Massey assert- 
ing that “he had found it easier and better in every way to make 
tight, well-bound joints without solder.” He would, no doubt, 
find it easier, but certainly not better. The author could point 
to an instance in which “ bound joints” had cost a contractor a 
very large sum of money to replace by well-soldered joints. Joints 
should not be soldered with “ killed salts,’ but with rosin, for if 
killed salts were used the whole of the joints would, to a certainty, 
give way by being eaten through in a short time, as in the case of 
a ship not very long ago. He would point out to Mr. Massey that 
the perfect success in submarine cable jointing had been only ar- 
rived at by a constant supervision over the jointer’s work by the 
electrician, and by every joint in the factory being duly and 
severely tested, and a record kept of its condition and position. 
In the same way workmen could only be trained to make electric 
light joints thoroughly, by the electrician in charge seeing to, 
and even testing every joint, until he could place implicit confi- 
dence in the jointer ; in fact, electric light joints had to be better 
made, if such were possible as far as metallic contact was con- 
cerned, for the very reasons advocated by Mr. Massey. There was 
no difficulty in soldering a wire capable of carrying 100 amperes 
or more, if done in the proper way. 

In respect of governors, the author would refer Mr. Paxman, 
Mr. Beaumont, and Mr. Oughterson to the remarks of Mr. Hedges, 
Mr. Crompton, and Mr. Hall. He would draw Mr. Beaumont’s 
attention to the fact that if the main cut-out fused, or the main 
switch was turned off, the whole working load was instantly 
thrown off the engine; and that a difference of 5 per cent. in the 
speed meant a great difference in the electromotive force and the 
light. He had to a certain extent misinterpreted the action of 
his electric governor ; what it aimed at was to keep the E.M.F. 
constant at the terminals of the dynamo. In answer to Mr. 
Mordey, the copper disk of his governor had been made over 
} inch in thickness, to avoid as far as possible the action he feared. 
He was glad to learn that mechatfical governors were made to 
keep the speed uniform within 2 per cent. 

The remarks of Mr. Hall as to the ship compasses being unaf- 
fected by the strong currents passing through the electric light 
cables would satisfy Mr. Joel’s theoretical fears. The explanation 
was this: the wires being underneath the iron or steel decks, the 
magnetic effects were shielded from the compasses placed above 
deck, in the same way that the delicate magnets inside Sir William 
Thomson’s marine iron clad galvanometer were shielded from out- 
side magnetic influences. Due precautions were taken to keep the 
wires sufficiently far away from the compass, if at any time they 
had to be brought up above deck. 

Now that dynamos were made much superior to those manu- 
factured a few years ago, the break downs on board ship were 
mostly due to the engines ; and those whose business it was to 





trial to warrant an opinion being expressed as to their suitability 
for ship use. 
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furnish electric light engines for ship use should adopt every pre- 
caution to prevent this by making them extra strong in all the 
working parts, and as simple, accessible, and durable as possible, 
with self-lubricating connections to all the bearimgs from one or 
two common centres, capable of holding a supply of oil for three 
or four hours’ consumption. Economy of steam was not of so 
much importance as durability and capability of working with a 
minimum of attention, combined with economy of oil. Mr. Swan 
would have been nearer the average consumption of coal for ship 
electric light engines if he had said 5 Ibs. of coal per hour per in- 
dicated H.P., instead of only 2 lbs. 

The words “nominal H.P.”’ had been quoted by Mr. Preece in 
describing the lighting of the Aurania. What was nominal H.P.? 
—nominally anything ; and it showed the absurdity of engine 
makers using this antiquated and misleading expression. Engi- 
neers should always state the indicated H.P., or better, effective- 
brake H.P., with such and such steam pressure and speed. 

Several of the speakers misinterpreted his remarks regarding 
the placing of dynamos. What he said was that “the plane of 
rotation should be athwartship;” in other words, the dynamo- 
spindle should be fore and aft, which bore out the effects men- 
tioned by them. 

He had been blamed for having treated the subject of the paper 
in too general a way, and for not giving sufficient details of what 


he had done. When the members came to examine the various. 


detail drawings with a self-explanatory index attached to each, 
and to consider the large amount of useful practical matter that 
had been elicited by the discussion and correspondence, he was 
fain to hope that they would credit him with having adopted the 
best plan under the present daily improving condition of this 
branch of electric lighting. 








REPORTS ON ELECTRIC LIGHTING. 





THERE have just been published several reports on 
electric lighting, made by Mr. W. H. Preece, F.R.S., 
to the Select Committee of the Commissioners of 
Sewers of the City of London. The first document 
is dated July 26th, 1883, and the author therein dis- 
cusses the relative values and usefulness of the are and 
incandescent electric light and of gas. The bulk of 
the matter is to the initiated unimportant, and it is 
therefore quite unnecessary to reproduce it in detail. 
After enumerating the advantages and disadvantages of 
the are and incandescent systems of electric lighting, 
Mr. Preece thus concludes his report :— 

“The proper distribution of light, so as to spread it 
uniformly over a given surface, is a very simple mathe- 
matical problem that can be readily solved. It is 
simply dependent upon the intensity of the lamp, 
upon the height of the posts carrying the lamp, and 
upon the proper distribution of the posts. It was a 
knowledge of the law governing this that enabled 
Messrs. Siemens to light King William Street so effi- 
ciently, and it is because the distribution of lamps on 
the Holborn Viaduct has accidentally so nearly attained 
this solution that the lighting of that thoroughfare is 
satisfactory. Were the number of lamps to be in- 
creased so that the posts could be nearer to each other, 
there would be no difficulty whatever in bringing the 
lighting of the Holborn Viaduct up to the standard of 
efficiency that I have enumerated at the commence- 
ment of this report. The Electric Light Committee 
have simply to determine what shall be the intensity 
of illumination upon the surface of their streets, taking 
the standard of illumination as that given by a candle 
flame of 12°7 inches. At the present moment in the 
neighbourhood of a gas lamp it is about one-tenth of 
the standard, while in the middle space between two 
lamps it is about one-fiftieth only. If it be determined 
that the illumination of our streets shall be one-tenth 
or one-fifth, then the proper distribution of the posts 
and the lamps to effect this is simply a question of 
calculation. 

“The conclusion that I come to is, that while the 
are lamp is admirably adapted for the illumination of 
large spaces, the glow lamp is eminently adapted for 
our streets and narrow thoroughfares, and I should 
very strongly recommend that the Electric Lighting 
Committee give instructions so as to determine by 
calculation and by experiment the best distribution of 
glow lamps of the proper intensity of light, that the 
electric light companies who propose to tender for 


public lighting may have before them definite figures 
specified to guide them in fixing their prices. These 
experiments would involve an expenditure of perhaps 
£200, and the importance of the result would certainly 
justify the outlay.” ‘ 

The second report is of a much more important 
character, as it deals with Mr. Preece’s Wimbledon 
experiments. It reads as follows :— 

“On the 20th September, 1883, the commissioners 
sanctioned a proposal that I made, to make certain ex- 
periments to determine by calculation and by experi- 
ment the best distribution of glow lamps to light up 
efficiently our streets and narrow thoroughfares. 

““T had previously pointed out the relative advan- 
tages and disadvantages of arc and glow lamps for 
this purpose. The light of the glow lamp is constant, 
steady, and uniform. It lends itself to an even and 
regular illumination of streets. It requires no personal 
attention, no adjustment, no cleaning. It can be turned 
on and off in an instant. Though it enables the exist- 
ing posts used for gas to be utilised, it can be fixed 
anywhere, and it enables us to carry out practically 
the theoretical solution of the difficult problem of the 
proper distribution of light. 

“ T have already. indicated, in a preliminary report, 
the character of the experiments that I have been car- 
rying out in the City and in Wimbledon, and 1 will 
now deal with them more fully, under the following 
heads :— 

“1, The measurement of light ; 2. The distribution of 
light ; 3. The measurement of electricity ; 4. The dis- 
tribution of electricity ; 5. The cost of production. 

*T will also deal with the questions of domestic, 
central station, and street lighting. 


1. THE MEASUREMENT OF LIGHT. 


“ To measure the intensity of a source of light isa 
very simple matter when we have a darkened room 
and a reliable photometer ; but to measure the light in 
a street, or in a hall, when it emanates from many 
sources, when these sources are fixed in many posi- 
tions, and at various distances, and when it falls at 
different angles, is a very difficult thing. The present 
position of photometry as practically applied to electric 
light illumination is by no means in a satisfactory con- 
dition. I felt that to meet the difficulty we must not 
depend upon any direct comparison between the light 
emitted by a source to be measured, such as a gas 
lamp, and any given recognised standard of light, such 
as a British standard sperm candle ; but that we should 
rather make our standard of comparison an area illu- 
minated to a given intensity, whatever and wherever 
be the source of light. We do not want to know so 
much the intensity of the light emitted by a par- 
ticular lamp, as the intensity of illumination of 
the surface of the book we are reading, or of 
the paper on which we are writing, or of the 
walls upon which we hang our pictures, or of the 
surface of the streets and of the pavements upon 
which circulates the busy traffic of cities; we want to 
know, in fact, the degree of illumination due to the 
emitted light, not the intensity of the rays of the source 
of light. Illumination of this character depends as a 
rule not on one source only, but on many sources of 
light, distributed in innumerable ways. Hence to 
obtain reliable information as regards the illumination 
of our streets, I proposed to measure the illumination 
of surfaces quite independent of the sources of light 
by which they are illuminated. © 

“It was necessary in the first place to determine 
some standard of reference by which comparisons 
could be made, for all systems of measurement are 
simply numerical comparisons with some unit taken 
arbitrarily as a standard. We measure distances by 
reference to the yard, weight by reference to the 
pound, time by reference to the second. We know the 
effect on our eyesight when reading in bright day- 
light, or dull twilight, or moonlight, and in gas light, 
or the light of oil and that of candles. In a dull 
lighted room we are often obliged to increase the illu- 
mination of the surface of the book we are reading, by 









luces. 
“ IT 
it wa 
with, 
the 1: 
strum 
for it 
to be 
be aby 
lamps 
we ha 
very | 
placec 
screen 
was al 
electri 
of one 
measu 
face o: 
place 1 
lated 1 
electri 
and a: 
standa 
hovel, 
unex pr 
I bron; 
forms | 
one wh 
o Be 
must n 


¥ Th 
is depe 
and on 
of the 
increas 
the lun 
Minate, 
Minatic 
solve Ww 
can hay 
tric lig) 
can hay 
very sh 
tither » 
must he 
Case We 
if due r 





ee ed 


Ss 





a all 


THE TELEGRAPHIC JOURNAL AND 


ApRIL 18, 1885.] 


ELECTRICAL REVIEW. 





— 


lighting an additional candle or bringing the lamp very 
near the book. A sperm candle burning at the rate of 
120 grains per hour is the parliamentary standard of 
light in England. In France it is the light emitted by 
a Carcel lamp burning 42 grammes of pure colza oil 

r hour with a flame 40 mm. high. A single British 
standard candle placed at about a foot distance, or a 
French standard lamp at a metre from the page to be 
read, gives a very fair amount of illumination. 

“As the metrical system of measurement is being 
gradually introduced into this country, and our rela- 
tions With foreign manufactures and measures are 
becoming more and more intimate, it was very desir- 
able to establish a standard that would be applicable to 
both systems and in all countries. I made my standard 
the amount of illumination given by a British standard 
candle fixed at 12:7 inches distance. This is very 
easily reproduced, and it is the same illumination as 
that given by the French standard light when fixed at 
ametre distance. It is the same illumination as that 
given by a steady gas flame burning 5 cubic feet per 
hour in London when fixed at 3°96 feet distance, or by 
a20-candle incandescent or glow lamp at 4°75 feet dis- 
tance, or by a 1,000-candle-power are lamp at 105°8 
feet distance. In terms of this standard the illumina- 
tion at the foot of our ordinary street gas lamps, when 
the burner burns perfectly, is 0:1, while that at the foot 
ofany ordinary arc lamp is 1°8. If we were to give 
such a standard a name such as Juz, then the light at 
the base of a gas lamp post is one-tenth of a lux or a 
deilux, while that at the foot of a Brush are is 18 
luces. 

“ Having thus established a standard for comparison, 
it was necessary to devise an instrument to measure 
with, or to determine the arithmetical ratio between 
the light to be measured and this standard. Our in- 
strument for the purpose must be light and portable, 
for it had to be moved about the streets. It required 
to be easily reproducible at any time and place, and to 
be absolutely uniform. I took my idea from the fairy 
lamps used at the Savoy Theatre in “Iolanthe.” Here 
we had something portable, adjustable, uniform, and 
very easily manufactured. One of these lamps was 
placed inside a small box, the top of which had a 
screen of white paper on which was a grease spot. I 
was able, by increasing or diminishing the current of 
electricity producing the light, to vary the illumination 
of one side of this grease spot. When it was desired to 
measure the illumination of any space, such as the sur- 
face of a street, this box had simply to be put at the 
place to be measured, and the current had to be regu- 
lated until the grease spot disappeared. The current of 
electricity then became the measure of the illumination, 
and a simple table gave the result in terms of the new 
sandard. The apparatus proved to be so useful, so 
novel, and so valuable, and it brought out so new and 
wexpected a law in the behaviour of the current, that 
I brought the matter before the Royal Society. Several 
forms of apparatus had to be made before I obtained 
one Which fully met all practical requirements. 

“ Before giving the results of these measurements, I 
must now deal with the next point. 


2.—THE DISTRIBUTION OF LIGHT. 


_“The amount of illumination received by a surface 
isdependent on the intensity of the source of light, 
and on the angle of the incident rays. The intensity 
of the light diminishes as the square of the distance 
Increases, and also as the cosine of the angle, which 
the luminous rays make with the normal to the illu- 
mnated surface, diminishes. Hence the practical illu- 
mination of our streets is not a very easy question to 
‘lve when uniformity and efficiency are desired. We 
tan have either a few intense lights, like the are elec- 
trie light, fixed at considerable distances apart, or we 
tanhave numerous small lamps distributed about at 
very short intervals. In the first case we must have 
tither very imperfectly illuminated intervals, or we 
must have an enormous waste of light; in the second 
tase we can have a fairly uniform distribution of light, 
ifdue regard be paid to the laws regulating this distri- 


bution. The more intense the light, and the greater 
the distance apart, the greater the loss and the waste. 
It was desirable, in the first instance, to find out how 
light was practically distributed in our streets, and 
then to determine how best it could be done by glow 
lamps. 

(To be continued.) 








NOTES. 


The Electric Light and Russian War Preparations. 
—According to advices from Odessa and Sebastopol 
there is great activity in the arsenals and dockyards of 
these two Black Sea ports, the electric light for the 
purposes of work turning night into day. 





The Electric Lighting Act.—Last Monday in the 
House of Commons, Mr. Stanhope asked the President 
of the Board of Trade whether he proposed to intro- 
duce a Bill this year to amend the Electric Lighting 
Act. Mr. Chamberlain : No, it is not my intention. 

The Electric Light at Portsmouth, — Some time 
ago Messrs. G. 8S. Lancaster & Co. and Messrs. 
Antill, of the Hard, Portsmouth, adopted the elec- 
tric light for the illumination of their premises 
and have used it ever since, the result having sur- 
passed the most sanguine expectations. The flicker- 
ing, the principal objection, has been reduced to a 
minimum and the powerful lamps light up the whole 
of the street in the most perfect manner. No doubt, 
the electric light will ere long be adopted by other 
tradesmen in the town. Most of the ships stationed 
at Portsmouth are now fitted with apparatus for pro- 
ducing the beautiful illuminaticn, the efficacy of which 
is strikingly apparent when one of the vessels in 
harbour, on a dark night, throws its light on the town. 





Advertising by the Electric Light—We hear that 
Messrs. Barrett & Co., Limited, Vauxhall, are about to 
place upon their new brewery an immense weather vane 
in the shape of a bottle, 20 feet long and 6 feet in 
diameter. Indications will be afforded as to the direc- 
tion of the wind by night as well as day, for it is pro- 
posed to light each end of the bottle with a powerful 
are light of 2,000 candles—the one showing red, the 
other white rays. 


Temporary Installation—During the holding of a 
bazaar in the Public Hall, Downham, Norfolk, at the 
end of March, the building was brilliantly illuminated 
by about 50 incandescent lamps, the current being sup- 
plied by an Oppermann dynamo driven by a small 
steam engine lent to the promoters of the bazaar by 
Mr. Redit, a local engineer. It was the first time the 
electric light had been seen at Downham, and Messrs. 
Oppermann Brothers, were responsible for the work. 

The Electric Light at the Dinner Table—At the 
Highland and Agricultural Society’s Spring Flower 
Show, held in Edinburgh last week, there was a unique 
display of electric lighting of a dinner table a la Russe 
by Messrs. Jenkinson, of Princes Street. The cande- 
labra and centre piece being of china, from which 
the lamps hung, decorated with flowers, presented a 
very artistic appearance. Round the table at intervals 
were growing plants with a glow lamp in the centre of 
each, which produced quite a novel effect. All wire on 
the table was completely hidden by green foliage. The 
current was supplied from accumulators underneath 
the table. The ornaments were specially manufactured 
for use with the electric light, and the lighting arrange- 
ments were carried out by Mr. James Gibson. 

The Royal Visit to Ireland.—On Wednesday the 
Prince and Princess of Wales landed near Queenstown, 
and in the evening the ships of the Channel Squadron, 
and the guardship at Queenstown, were illuminated 
with the electric light and a variety of coloured lights, 
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The Society of Telegraph Engineers, &e.—At the 
meeting next Thursday, we believe, there will be a 
discussion on Prof. Oliver Lodge’s paper on “ The Seat 
of Electromotive Force in a Voltaic Cell,” and a deferred 
paper on “Electrical Definitions, Nomenclature and 
Notation,” by Andrew Jamieson, F.R.S.E., member. 





Electric Lighting in the Navy.—The Admiralty has 
entered into a contract with the Anglo American Brush 
Electric Light Corporation for a further supply of Vic- 
toria dynamos, coupled to Brotherhood engines, which 
are to he furnished as speedily as possible to the follow- 
ing gunboats now being rapidly pushed forward at the 
various dockyards, namely, H.M.S. Znconstant, at Devon- 
port; H.M.S. Rupert, Nelson and Invincible, at Ports- 
mouth ; and H.M.S. Orion, at Deptford. 


Proposed Electric Light on North Carr Rock.— 
At the monthly meeting of the Dundee Harbour Board 
last week, it was reported that Mr. Thomas Stevenson, 
engineer to the Northern Lighthouse Commissioners, 
had suggested the feasibility of maintaining a light by 
means of electricity on the North Carr Rock, and that 
Principal Jamieson, of the College of Science and Arts, 
Glasgow, was to be consulted on the subject. 


Electric Lighting at the Grosvenor Gallery.— 
Whatever may be the respective merits of electricity 
and gas, there can be no question that as regards pic- 
ture galleries, at least, electricity must be the light of 
the future. A very interesting experiment was recently 
made at the Grosvenor Gallery, with the view of test- 
ing, by contrast, the two systems of lighting. In the 
Kast Gallery the 400 gas burners there were lighted to 
their full power; in the West Gallery ten electric 
“Sun” lamps took the place of 800 gas jets. The result 
showed that, whilst in the one gallery the gas seemed 
to throw out a lurid, yellow light that imparted false 
shade and colour to the surrounding pictures, the 
white, steady glow from the “Sun” lamps brought out 
the pictures in the other gallery in clear and correct 
definition, exactly as in ordinary daylight. The experi- 
ment, which was continued for two consecutive nights, 
was witnessed by a distinguished compeny, including 
Sir Frederick Leighton, Mr. Alma Tadema, and Sir 
Coutts Lindsay, and was pronounced by all to be a 
complete success as regards the superiority of the 
electric light. Mere effect, however, is not the only 
desirable feature possessed by electricity. The heat, 
smoke, and other vapour from gas has a very dete- 
riorating effect upon pictures—and, indeed, upon most 
works of art. No such results attend the electric light, 
which throws off little heat and neither smoke nor 
vapour, advantages the ‘importance of which cannot be 
overrated now that we have pictures in our collections 
costing £70,000 and £50,000. The Grosvenor Gallery 
will in future be lighted by these “Sun” lamps, which 
are the same as those in use for some time in the 
picture gallery and Jones collection at South Kensing- 
ton Museum. They seem to combine the desiderata so 
much looked for in electric lighting, viz.: a white, yet 
mellow light, free from violet or blue shade, with 
perfect steadiness of light. 








Electric Lighting of the British Museum and 
Natural History Museum.—During the discussion 
in the House of Commons on Thursday last 
week upon the Civil Service estimates, Mr. Molloy 
pointed out that the Trustees of the British Museum 
had recommended the introduction of the electric 
light, but that the Government had refused to 
give the £14,000 necessary for the erection of the 
apparatus. Would the Government give the money 
now, or would they still continue to refuse it? Sir G. 
Campbell pleaded for the introduction of the electric 
light to the South Kensington Natural History Museum. 
It was visited by nursemaids and others in the daytime, 
but for want of lighting in the evening the working 
classes were deprived of the opportunity of seeing the 
collections. Mr. H. Gladstone said that as it appeared 
to be the general sense of the committee that the electric 
light should be introduced in the evening, he would 


bring the matter under the notice of the First Com. 
missioner of Works. Mr. Molloy said the subject haq 
been brought underthe notice of the First Commissioner 
for two years past by himself and other members of 
the House. As it was evident the working classes 
could not visit these places in the daytime, the want of 
lighting in the evening had the effect of benefiting the 
upper classes at their expense. In order to mark his 
sense of the refusal of the Government to extend, 
benefit of this kind in the direction of the working 
classes, he moved the reduction of the vote by £1,000, 
Mr. Shaw-Lefevre said that all he had promised to do 
in the matter was to refer it to the Trustees of the 
British Museum. The question was one which rested 
with the Trustees of the British Museum and the 
Treasury ; and the First Commissioner of Works had 
nothing to do with it. All that the First Commissioner 
had to do with the British Museum was to undertake the 
construction of any works and to maintain the build. 
ing ; and it did not rest with him to decide whether it 
should be lighted up in the evening with the electric or 
any other light. That was not merely a question of the 
expenditure of £14,000 for the introduction of the 
electric light; but it also involved the cost of a con- 
siderable increase of the staff. He did not himself 
express any Opinion as to whether that large ex. 
penditure ought to be incurred or not ; but he had great 


_ doubts whether the Trustees desired such a measure to 


be adopted. Mr. Molloy said that last year one of the 
Trustees, who sat in the House, mentioned that they 
had made an application to the Government for the 
necessary funds for introducing the electric light into the 
British Museum, in order that the institution might be 
open to the working classes in the evening, and that the 
application had been refused. Sir G. Campbell ex- 
pressed his surprise that the Postmaster-General, after 
referring the matter to the Trustees last year, was now 
unable to state what their opinion on the subject was. 
Mr. E. Stanhope observed that what the Committee was 
given to understand was that the Trustees had a year 
and more ago represented to the Treasury that the time 
had come when, in their opinion, the Museum should 
be fitted up with the electric light. He would like to 
know, therefore, what answer the Treasury had given 
to that application. It was said that the Treasury had 
refused : but upon what grounds was the refusal based ‘ 
The representations made to the Treasury by a body 
like the Trustees of the British Museum were entitled 
to the fullest consideration. The Chancellor of the 
Exchequer pointed out that there were two sides to all 
these questions of electric lighting, but the improve- 
ment effected in certain buildings by its adoption was 
so great that he could not refuse to take the matter into 
consideration. He therefore promised the House to 
give his attention to the question. 


Electric Lighting at Herne Bay.—As the result of 
the efforts of a committee formed at a late public meet- 
ing on the question of electric lighting at Herne Bay, 
there is now every probability of a small installation 
being fixed at Messrs. Barnwell’s premises in Mortimer 
Street. Mr. Hamilton, who has been moving most In 
the matter, has undertaken to give a public exhibition 
of the electric light upon the formation of a small 
guarantee fund. 








The Lighting of the ss. “ Angelo,”’—This fine and 
favourite steamer of the Wilson Line, which is regu- 
larly engaged in the mail and passenger service between 
Hull and Christiania, is now fitted with the electric 
light. In every part of the vessel, including the mast- 
head and side lights, this modern means of lighting has 
been introduced, and altogether there are 120 lights. 
The fittings have been placed on board by Mr. T. Muse, 
who has been engaged by Messrs. Thomas Wilso0, 
Sons & Co. as their electrical engineer. The current 18 
generated by one of Paterson and Cooper’s Phenix 
dynamo machines, and the lamps are the Edison-Swat. 
The masthead and side lights are, however, fitted with 
the Bernstein incandescent lamps, and the engine to 
drive the dynamo has been supplied by Messrs. Rose, 
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Downs and Thompson. The masthead and side lights 
have been designed by Mr. Muse, and manufactured 
hy Messrs. Whitfield and Hakes, Commercial Road, 
Hull. All the fittings have been made locally, by 
Messrs. G. Clark and Son, or by Messrs. Whitfield and 


Hakes. 





The Portsmouth Telephone Exchange,—At a meet- 
ing of the Chamber of Commerce last week a letter 
was real from Mr. Henry I.ewis, general manager and 
secretary Of the Western Counties and South Wales 
Telephone Company, explaining that the agreement 
verbally entered into by himself on behalf of the com- 
pany with the Chamber, having reference to the tele- 
phone exchange which has just been opened, had been 
duly signed. At the request of the Chamber he would 
with pleasure extend the date for signing the agree- 
ment forms from 31st March to 30th April. For orders 
signed prior to the latter date rental would commence 
and be payable on the first of the third months follow- 
ing actual date of connection. The hon. secretary (Mr. 
W. Edmonds) said if the exchange was to be of any 
practical utility, as many members as possible must 
join at once. Alderman Pink, who presided, said there 
were already a number of private wires in the town, 
but these were merely from office to office, and they 
would be united by means of the exchange. In reply 
io Councillor Wenter, the chairman stated that it was 
not intended to connect Portsmouth with London. It 
is anticipated that in the course of a few weeks the 
exchange will be in full working order. 

Telephonic Charges,—At the closing meeting of the 
Royal Convention of Burghs in Edinburgh last week, 
on the motion of the Senior Assessor for Edinburgh, it 
was resolved to memorialise the Postmaster-General to 
reduce “the present excessive rate charged for tele- 
phonic communication by the Post Office exchanges or 
for private wires supplied by them.” Resolutions were 
also remitted to the Annual Committee on the question 
of foreign telegrams. 





Sixpenny Telegrams,—Mr. Shaw-Lefevre’s Bill pro- 
viding for sixpenny telegrams has just been printed. 
Its principal provisions are the following :—Section 15 
of the Telegraph Act, 1868, shall be repealed, and in 
place thereof be it enacted as follows : ‘The Postmaster- 
General, with the consent of the Commissioners of Her 
Majesty’s Treasury, may from time to time make regu- 
lations for determining the hours during which the 
offices appointed by him to be places for the receipt 
and despatch of telegrams shall be open for the trans- 
action of telegraphic business, and for fixing the sums 
tobe from time to time paid on account of the trans- 
mission of telegrams, and on account of services 
rendered in connection therewith, and on account of 
the use of any telegraphs by any persons, and for 
determining the conditions and purposes on which and 
for which such use may be permitted, and for the 
general conduct of telegraphic business ; provided that 
(1) the charges for the transmission of written tele- 
grams throughout the United Kingdom shall uniformly 
and without regard to distance be at a rate not exceed- 
ing sixpence for the first 12 words of each telegram or 
for each telegram of less than 12 words (counting as 
part of such 12 words the names and addresses of the 
sender and addressee of the telegram), and not exceed- 
ing one penny for each additional two words or part of 
two words ; (2) the sums charged for the transmission 
of written telegrams shall be held to cover the costs of 
(elivery by special foot messenger, within the limit of 
one mile of the terminal telegraphic office, or within 
the limit of the town postal delivery of that office, 
When it is a head post-office and the town postal 
delivery extends for more than a mile from it; (3) 
When the addressee does not reside within the above- 
described limits, and the sender desires to have his 
telegram delivered by special foot messenger, the 
charge to him for porterage by such special messenger 
shall not exceed sixpence per double mile, or any part 
thereof, beyond such limits ; (4) when the addressee 





does not reside within the above-described limits, and 
the sender does not desire to incur the cost of special 
delivery, his telegram shall be delivered free of extra 
charge by the ordinary postal delivery next following 
on the arrival of his telegram at the terminal tele- 
graphic office. The repeal of section 15 of the Tele- 
graph Act, 1868, shall not affect the validity of any 
regulations made under the said section before the 
passing of this Act, and such regulations and all 
charges made thereunder shall remain in force until 
revoked by the Postmaster-General with the consent of 
the Commissioners of Her Majesty’s Treasury, or super- 
seded by regulations made under this Act. 

Mr. Stuart-Wortley has given notice that on the 
second reading of the Telegraph Acts Amendment 
Bill he will move, “ That a State department enjoying 
a monopoly for inland telegraphic communication and 
liable practically to no penalty for the non-delivery of 
messages, is not, in the opinion of this House, justified 
in proposing so to adjust its tariff as to discourage the 
full statement of all particulars reasonably necessary 
for the identification of the persons to whom and the 
place at which it contracts to deliver the messages 
which it receives for transmission.” 

The Daily News believes there is every probability 
that Lord John Manner’s amendment on the Tele- 
graphs Bill in favour of free addresses will be 
earried. In that event, the Postmaster-General will 
abandon the Bill, and the introduction of cheap 
telegrams will be postponed for a year. As the six- 
penny telegrams would have involved a considerable 
sacrifice of revenue, the Chancellor of the Exchequer 
will not, under present circumstances, regret the post- 
ponement of their introduction for twelve months. 


The Telegraph in Central Asia.—In the event of 
war occurring between this country and Russia the 
telegraphic facilities which either combatant will 
enjoy will be an important consideration. As far as 
regards that portion of Central Asia to which attention 
is now particularly directed, Mr. Charles Marvin quotes 
from the Russian semi-official Aavkaz, showing that 
direct telegraphic communication exists between St. 
Petersburgh and Merv, from which place General 
Komaroff could be communicated with in less than a 
day. Six or seven days are necessary to effect com- 
munication with Sir Peter Lumsden from London. 





New Telegraph Station in China,—The Great 
Northern Telegraph Company announces that a tele- 
graph station has been opened at Newchwang. ‘Tele- 
grams for that place are now accepted for transmission 
by this Company’s lines at the rate of 10s. per word. 

Code Telegrams to China,—The Imperial Chinese 
Telegraph Administration notifies that private tele- 
grams written in code are again accepted on the 
Chinese land lines (Pekin, Tientsin, Hankow, Swatow, 
Canton, &c.). 








The “ International,”—The ss. Znfernational arrived 
at Suakin on the 9th inst., having been somewhat 
delayed by the block in the Suez Canal. 

Loss of the “ Magneta,’’"—There is now little doubt 
that the steamer Magneta, belonging to the Eastern 
Telegraph Company, which left London on March Sth 
for Malta with a large staff of telegraph officials on 
board, has gone down in the Bay of Biscay. The 
Cunard steamer Palmyra reported on her arrival at 
Genoa that when in the Bay of Biscay, 200 miles north 
of Finisterre, on March 24th, she passed a lifeboat 
belonging to the Magneta. The boat, which was in 
fairly good condition, contained mast and oars, but no 
sail. 

A further telegram relative to the boat picked up, 
states :— No evidence of boat having been occupied ; 
oars did not appear to have been used; part of mast 
lying across gunwhale and about 18 inches of top plank 
knocked in; otherwise in good condition, and appeared 
to have been properly lowered. 
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Telegraph Materials,—The Manchester, Sheffield, and 
Lincolnshire Railway Company is advertising for 
tenders for the supply, among other things, of tele- 
graph materials. 





Submarine Cables and War Prospects.—Replying in 
the House of Lords on Tuesday evening to Viscount 
Sidmouth, the Earl of Derby said the noble viscount 
was probably aware that there were two alternative 
lines of telegraphic communication between this 
country and Hongkong. One of these lines passed 
through Russian territory in Siberia and down the 
Chinese coast to Hongkong, and the other, from Eng- 
land to Singapore, which was more generally used, 
passed through Saigon, the French settlement, to 
Hongkong. It was true that both these lines passed 
through foreign territory, but they did not both pass 
through territory belonging to the same power ; and if 
by any unfortunate event communication by one line 
was cut off there would still remain the other. There 
was at the present time under the consideration of the 
authorities a proposal to make a line direct from Singa- 
pore to Hongkong. That proposal was being considered 
by the various departments concerned, but he was 
authorised by his noble friend the First Lord of the 
Admiralty to say that the Naval authorities, while not 
denying that such a line would be useful, did not re- 
gard it as of primary urgency, and they considered that 
the expenditure which would be involved might be 
more usefully employed elsewhere. At the same time 
that was the opinion of only one of the departments 
concerned, and no final decision had been come to by 
the Government as a whole. The consideration of the 
matter so far, however, pointed to the fact that this 
would be a most expensive line, as the cost of main- 
taining it would not be less than £20,000 a year; and 
in the next place, even if we had the line, it would not 
serve the purpose of carrying the whole communication 
in such a way as to avoid the territory of any foreign 
Power, because it would be necessary for that purpose 
to do that which had been often proposed, viz., to make 
an independent line of telegraph to Gibralter and 
Malta. The Earl of Carnarvon said that this question 
of submarine telegraphs ought not to be considered 
simply and solely on the ground as to whether the line 
would pay commercially. It must be remembered that 
these stations were valuable to this country, not only as 
great commercial emporia, but they were great military 
and naval outposts. He wished to call attention to an 
important point in connection with this matter, and 
that was the extreme importance at this particular mo- 
ment of the Government taking every precaution in 
their power against these submarine telegraphs being 
exposed to greater risks than necessary. It should be 


remembered that most of our commercial transactions - 


at the present time were begun in the first instance by 
telegraph, and also that nearly all these lines were 
worked and managed by English capital. Commer- 
cially and politically, therefore, they were English 
property, and deserved every consideration at the 
hands of the Government. He wished also to point 
out that in time of war these submarine lines were ex- 
posed to very great and peculiar risks, while, on the 
other hand, through the development of modern 
science, they could be easily repaired. The stores 
necessary to repair them should be close at hand and 
available. He sincerely trusted that during a time of 
peace when the Government had full opportunity of 
making preparations they had taken the necessary 
steps to secure an available supply of stores. There 
was not a large stock of telegraphic cable in this 
country, but it could be manufactured very rapidly 
when a certain stage of the proceedings had been ar- 
rived at. The matter was a delicate one, but he thought 
it right to remind the House and the country that in 
1878, when there were great alarms as to a Russian 
war, the Russian Government, who were perhaps more 
alive to the circumstances of the case than we were, 
had taken measures for cutting the submarine cables, 
and for equipping ships for that special purpose. It 
was said at the time, and on good authority, and was 





generally believed, that there was a carefully elaborated 
scheme for taking measures against our submarine 
cables in the Eastern waters. The Earl of Northbrook 
said there was a line, no doubt, almost entirely jn 
English hands, to Malta, and so on to Hongkong. He 
could assure the noble earl opposite that he was quite 
mistaken in supposing that the Government looked oy 
these lines only from a commercial point of view, and, 
if he thought so, he must have misunderstood what had 
been said. He could assure the noble earl that the 
Government had by no means shirked their responsi. 
bility in the matter. The Marquis of Salisbury said 
there was a point as to whether the duty of a neutral 
was fulfilled if he conveyed a warlike message by tele- 
graph. If there. was any doubt upon that point the 
importance of submarine lines would become very 
great. He was not aware whether it had been decided: 
but he could easily imagine that if the neutrality of 
any Power towards us was not very benevolent difficul- 
ties might arise. 

Cable Connections in the Red Sea.—The Italian 
Government is negotiating with the Eastern Telegraph 
Company to lay a cable from Massowah to Assab and 
on to Perim, where the company has a station. 

The Isle of Man Cable.—The steamer Monarch, with 
the new submarine cable for the Isle of Man 
arrived at Ramsey on Monday, and telegraphic com- 
munication with the island will be interrupted for a 
few days. Telegrams, however, will be despatched 
per mail steamers vid Liverpool. The new cable, 
which will be laid from Cornay, south of Ramsey Bay, 
direct to St. Bee’s Head, so as to avoid bights in the 
coast, includes one direct wire to Liverpool, one to Man- 
chester for the Lancashire and Yorkshire districts, and 
a spare one to provide for the prompt despatch of 
business during the visiting season. It is intended to 
remove the old one-wire cable. 











A New Torpedo Guide.—Hitherto (writes our Poris- 
mouth correspondent) there has always existed. con- 
siderable uncertainty as to the action of torpedoes, 
which have occasionally inflicted injury upon those by 
whom they have been launched. From time to time 
thousands of pounds sterling have been expended in 
experiments; but the great difficulty which has 
always been experienced in guiding the deadly explo- 
sives has not hitherto been satisfactorily solved. A 
machine which has just been patented gives fair pro- 
mise of fulfilling all that can be desired in this direc- 
tion, and of making the torpedo a still more powerful 
weapon of destruction. In order to attain this end the 
aid of electricity is evoked. On the torpedo being 
launched a thin insulated wire is paid off, which 
immediately sinks, and thus prevents the enemy from 
destroying communication. The operator controls the 
movement of the torpedo by transmitting a negative or 
positive current of electricity, and the “ torpedo guide, 
as the new invention is termed, is so constructed that 
the attack can be directed to any given point with 
mathematical precision ; whilst, it is claimed, it can 
control the action of the torpedo at a distance of three 
miles. Moreover, it is stated that even if the vessel 
from which the torpedo proceeded, and the craft 
attacked were steering different courses, it could still 
be employed with deadly certainty. The attention of 
the Admiralty has been directed to this invention, 
which, should it only fulfil what is expected of it, will 
completely remove the difficulties at present existing 
in regard to torpedo warfare, and will have solved a 
problem which has long puzzled naval experts. 





Electric Locomotion at the Alexandra Palace.—!0 
connection with the exhibition at the Alexandra 
Palace, opened on the 31st ult., it is stated that there 
will shortly be completed for passenger conveyance 4 
line of railway, about a mile in length, leading from 
the gate of the Palace grounds to the Palace itself, by 
which visitors will avoid a tedious up-hill walk. The 
line will be worked by electricity. 


me 
me 
the 
Ho 
tele 
the 
gra 
unt 
whi 
the 
how 
that 
uni! 
cler 
wa 
Thi 


wee 
thre 
poli 


Ve 
dl iv i 
of 4 
prop 
all p 
(wit 
Stret 
F.D 
bers 
Chat 
Stree 
Pref 
£50). 
Glov 
Mess 


Th 
Com) 
Obje 
and | 
ture | 
tories 
shire 
Thon 
W. J 
Then 
Viete 
tion ; 
ance 
profit 
Mess: 
appoi 
tively 
lth 
Broac 


ie) 


Edi 
Limit 
to the 
capita 
been | 
up. 
and £ 

Ang 
Comp 
pany, 
inst, 
8,907 
been ¢ 
and w 

At “ 





rate 
arine 
rook 
ly in 

He 
yuite 
d on 
and, 
t had 
the 
onsi- 
said 
utral 
tele- 
t the 
very 
ded: 
ty of 
ficul- 


alian 
raph 
y and 


with 
Man 
com- 
for a 
ched 
able, 
Bay, 
1 the 
Man- 
, and 
h of 
ed to 


Poris- 
_con- 
oes, 
se by 
time 
ad in 

has 
xplo- 
L A 
pro- 
lirec- 
erful 
d the 
peing 
vhich 
from 
s the 
ve or 
ide,” 
that 
with 
t can 
three 
ressel 
craft 
| still 
yn. of 
ition, 
, will 
isting 
red a 


—In 
andra 
there 
nce a 
from 
lf, by 

The 





—E— 


ApRIL 18, 1885.] 


THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW. 


361 





—_— 


@verhead Wires and Local Authorities, — At the 
meeting last week of the Lambeth Vestry, the Parlia- 
mentary Committee reported that they had considered 
the letter from the clerk of the committees of the 
House of Commons on the subject of telephones and 
telegraph wires. In their (the committee’s) opinion, 
the control and management of the telephone, tele- 
graph, and overhead wires in general should be placed 
under the several vestries and district boards through 
which such wires passed, and not under the control of 
the Metropolitan Board of Works. The committee, 
however, felt that it was very necessary, if possible, 
that all the vestries of London should agree on some 
uniform system. They had, therefore, directed the 
clerk to invite the several vestries and district boards 
toa conference to be held at the Lambeth Vestry Hall. 
This report was adopted, 

The clerk to the St. Saviour’s Board of Works last 
week stated that the Select Committee proposed to hear 
three witnesses only from the vestries of the metro- 
polis. 








NEW COMPANIES REGISTERED. 


Volta Electrical Company, Limited.—Capital £5,000 
divided into 4,000 preference and 1,000:deferred shares 
of Ll each. Objects: To take over the business and 
property of Mr. F. D’A. Goold, of Manchester, including 
all patents relating to electrical apparatus. Signatories 
(with one share each): C. M. Nesbitt, 42, Market 
Street; H: Lindley, Brooklands ; F. Browett, Eccles ; 
F. D'A. Goold (electrical engineer), 29, Arcade Cham- 
bers; C. G. Taylor, (electrical engineer), 29, Arcade 
Chambers; H. Simmons and E. Guthrie, 32, Brown 
Street, all of Manchester. Directing qualification : 
Preference shares or stock of the nominal value of 
£50. The first directors are Messrs. F. Wynne, W. T. 
Glover and T. Browett. Registered 13th inst. by 
Messrs. Renshaws, 2, Suffolk Lane, Cannon Street, E.C. 


Thompson's Electrical Fitting and_ Screw-Cutting 
Company, Limited,—Capital: £3,000 in £1 shares, 
Objects : To acquire the business of Messrs. Thompson 
and Rew, of 77, Turnmill Street, E.C., and to manufac- 
ture electrical fittings, screws, and brass work. Signa- 
tories: *G. A. Hutton Croft, Borough Bridge, York- 
shire, 500 shares: Miss E. F. Thompson and Mrs. G. E. 
Thompson, 7, St. James’s Terrace, Regent's Park ; 
WV. E. Crompton, 23, Porchester Gardens; *N. G. 
Thompson, H. J. Dowsing, and *G. H. Rew, 4, Queen 
Victoria Street, one share each. Directing qualifica- 
tion ; 50 shares. Remunerations : £1 1s. every attend- 
ance at board meetings, and one-fourth of the nett 
profits remaining after payment of 10 per cent. dividend. 
Messrs. G. H. Rew and N. G. Thompson are 
appointed managing director and secretary, respec- 
tively, each at a salary of £78 per annum. Registered 
lth inst. by Hughes, Masterman and Reid, 59, New 
Broad Street, E.C. 








OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Edison-Gower-Bell Telephone Company of Europe, 
limited —The annual return of this company, made up 
to the 8th inst., was filed on the 9th inst. The nominal 
capital is £500,000 in £1 shares. 365,007 shares have 
been taken up, 350,000 having been issued as fully paid 
uy. Upon the remainder £15,003 has been paid up, 
and £4 remains unpaid. 


Anglo-Spanish (Brush) Electric Light and Power 
Company, Limited.—The annual return cf this com- 
pany, made up to the 3lst ult., was filed on the 11th 
inst. The nominal capital is £200,000 in £5 shares. 
5907 shares have been issued, and £3 per share has 
been called up, the calls paid amounting to £26,038 10s., 
and unpaid to £682 10s. 

At an extraordinary general meeting of the company, 


held at the offices, 110, Cannon Street, on the 17th ult., 
it was resolved to wind up voluntarily, and Messrs. 
John Norris Grove and Arthur John Davis were ap- 
pointed liquidators, the former at a remuneration of 
£100, and the latter at a remuneration of £20. These 
resolutions were confirmed on the 9th inst, and duly 
registered on the 10th inst, 








CITY NOTES, REPORTS, MEETINGS, &c. 


The Indo-European Telegraph Company, Limited, 


Tue directors report for 1884 states that the company’s revenue 
from all sources for the year amounted to £98,103 lle. 9d. 

The expenses were—on commercial and general account, 
£24,639 5s.; on maintenance account, £28,684 14s. 6d., including 
£151 14s. 7d. paid to the Russian Government; _ total, 
£53,323 19s. 6d. 

Deducting the above expenses, taking credit for £6 15s. 4d. 
balance brought over from 1883. and debiting income-tax, there 
remains the sum of £43,571 16s. 3d. 

From this amount, £10,625 paid for interim dividend, and 
£5,000 paid to Messrs. Siemens in final liquidation of their agree- 
ment of the 16th July, 1868, have to be deducted, leaving a 
balance of £27,953 11s. 7d. available. 

The directors propose the declaration of a dividend for the last 
six months of 17s. 6d. per share, making, with the interim divi- 
dend already paid, 6 per cent. for the year, and a bonus of 10s. 
per share, both free of income-tax, making in all 8 per cent. for 
the year. The balance of £4,578 11s. 7d. will be carried to the 
credit of 1885. 

The amount received on account of the Persian debt, 
£1,986 1s. 4d., constitutes the first payment on account of the 
item of £21,846 15s. 4d. standing to suspense account, which will 
be gradually liquidated by similar annual deductions from the 
royalties payable by the company to Persia. 

The maintenance expenditure includes half the cost of a new 
cable with four conducting wires successfully laid across the 
Straits of Kertch and delivered up by Messrs. Siemens in perfect 
working order ; the other moiety of the cost is borne by the 
Russian Government, and the future maintenance of the cable 
will be at the joint expense of the Government and the company, 
each administration having the use of two wires. 

The agreement between the postal department and the com- 
pany for the exclusive use of one wire from London to Emden, 
on the German coast, came to an end on the 24th December 
last. 

A new agreement has been entered into under which the com- 
ar has leased two wires from London to Emden; the one wire 
veing in the Reuter cable, and the other in the German Union 
cable, so that by these means a duplicate route is secured. 

Owing to re-arrangements made under the same agreement in 
respect of Russian and Turkish traffic it is anticipated that the 
nett cost to the company will undergo no material alteration. 

The German Government has placed at the disposal of the com- 
pany a second wire between Emden and Berlin, and by means of 
the duplication of the Kertch cable and certain alterations made, 
and still being made, on the company’s system, a through route 
of two effective wires has been in operation since the beginning of 
March. 

The result upon the working of the company’s line between 
London and Teheran has been eminently satisfactory. 

Great Northern Telegraph Company.—The company’s 
working account for the past year shows that the balance on the 
31st of December, 1883, amounted to £25,644, the traffic receipts 
of the year 1884 to £276,199, interest to £11,478, and sundry re- 
ceipts to £11,340, together £324,662. The total expenses were 
£78,657, the interest on and amortisation of debentures absorbed 
£34,000, the interim dividend of 5s. and an extra dividend of 3s. 
per share took £120,833, and after placing to the reserve 
and renewal fund, and £2,778 to the pension fund of the staff, 
and deducting £1,500, directors’ remuneration, a balance of 
£31,338 remained to be carried forward. 


British Electric Light Company, Limited.—<A _ peti- 
tion for winding up this company has been presented by Otway 
Edward Woodhouse and Frederick Laurence Rawson, of 11, Queen 
Victoria Street, E.C., electrical engineers, creditors of the com- 
pany, and the petition is directed to be heard before Vice-Chan- 
cellor Bacon to-day (Saturday). 

Consolidated Telephone Construction and Main- 
tenance Company, Limited.—The Court has confirmed the 
special resolution reducing the capital of this company from 
£300,000 in £1 shares to £243,787 10s. divided into 224,850 shares 
of 15s. each and 75,150 shares of £1 each. 








TRAFFIC RECEIPTS. 


The Western and Biaziliaa Telegraph Cay Limited. The receipts for the week 
ending April 10th were £2,471, after deducting the fifth of the gross 
receipts payable to the J.ondon Platino-Brazilian Telegraph Company, Limited. 
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NEW PATENTS—1885. 





4061. “Transmitter of Farquharson and Lane’s electric ships’ 
telegraph.” W. Skinner, J. FARQUHARSON, D. W. Lane. Dated 
March 31. 


4063. ‘System of electric railway signals.” W.'T. WaTERs. 
Dated March 31. (Complete.) 
4110. “Electric arc lamps.” H.W. Penprep. Dated April 1. 


4120. “Dynamo electric machines.” G. Forses. Dated 
April 1. (Complete.) 

4130. “Apparatus for intensifying electrical currents. 
F. P. E. De Lauanpe. Dated April 1. (Complete.) 

4137. ‘Methods for transforming, distributing, controlling, 
and utilising electric and magnetic force, and apparatus or means 
employed therefor or in combination therewith.” J.S.Wituiams. 
Dated April 1. 

4141. “Appliances for and mode of connecting, clamping, and 
holding the cables, wires and conductors used in the transmis- 
sion of electric currents.” O. Marcu. Dated April 1. 

4155. ‘Boxes or cells for primary and secondary voltaic 
batteries.” C. MoseLey. Dated April 2. 

4210. “ Apparatus for inducing electric sparks for gas lighting 
and like purposes.” A. R. Moxison. Dated April 2. 

4254. “Acoustic or mechanical telephones.” H. SELIGMAN, 
Emma Setieman. Dated April 7. (Complete.) 

4265. “Constructing cables for conveying messages, and for 
motive power and lighting purposes.” J.C. Setuars. Dated 
April 7. 

4273. ‘Method and apparatus for telegraphy.” J.C. Lupwie. 
Dated April 7. (Complete.) 


4286. “Moderators for electric lamps.” E.L. Roussy. Dated 
April 7. 

4287. ‘“Autographic or copying telegraph instruments and 
circuits.” A. M. Ciark. (Communicated by 8S. P. Denison.) 
Dated April 7. (Complete.) 


4308. ‘“ Galvanic gas batteries.” G. F. Reprern. (Communi- 
cated by A. Bernstein.) Dated April 7. 

4357. “ Construction and operation of electrical machines or 
apparatus and circuits thereof and means employed therewith or 
therefor.” J.S. Wittiams. Dated April 8. 


4358. ‘Methods or means of operating and controlling elec- 
trical machines or apparatus and the circuits thereof and ap- 
paratus or means therefor.” J. 8S. Wrturams. Dated April 8. 

4359. ‘ Methods of or means for transforming mechanical 
force into electric or vice versa, and apparatus employed therewith 
or therefor.” J.S. Witutams. Dated April 8. 

4360. ‘‘ Method or means for constructing, operating, and 
controlling electrical machines and apparatus or means therefor.” 
J.S. Wittrams. Dated April 8. 

4363. ‘ Fixing the carbon filaments of incandescence lamps.” 
A.M. Cuarx. (Communicated by the Electrotechnische Fabrik 
Cannstadt.) Dated April 8. 

4369. “ Electric batteries.” P. Jensen. (Communicated by 
W. Hellesen.) Dated April 8. (Complete.) 

4371. ‘ Electro-plating of vegetable, animal and other sub- 
stances.” W.R. Lake. (Communicated by C. E. Quintallet and 
A. I. Mahu.) Dated April 8: 

4423. “ Electro-telephonic instruments.” S. P. THompson. 
Dated April 9. 

4444, “ Ventilator and combined gas burner lit by induction 
coil.” P. D. Menzies. Dated April 10. (Complete.) 

4498. “ Coating metals with an electro deposit of platinum.” 
W. A. Tuoms, H. F. Oppy. Dated April 11. 

4506. “ Telegraphs.” C. Lanapon-Davies. Dated April 11. 

4534. “ Automatic safety devices for use with electric cur- 
rents.” R. P. Setuon. Dated April 13. (Complete.) 

4541. “ Electric telephony.” J. G. Lorrain. Dated April 13. 

4542. “ Primary electric batteries.” H. Mower. Dated 
April 13. 

4584.‘ Galvanising baths.” ‘I’. Minnis. Dated April 14. 

1585. ** Regulator of the carbon points in the are light.” 8. 
KErvuirz. Dated April 14. (Complete.) 


” 








ABSTRACTS 
OF PUBLISHED SPECIFICATIONS, 1884. 


4786. “ Improvements in fire arms designed for discharge by 
electricity.” T. P. Woop. Dated March 12. 6d. This inven- 
tion consists in so arranging the wires of the fire arm that the 
current is conveyed by them to the rear of the cartridge. The 
wire from one of the poles of the battery, which may be con- 
veniently carried in the butt, passes direct to the rear of the cart- 





ridge, but is divided as required to permit the opening of the 
breech and to enable the arm to be taken to pieces. The other 
wire from the opposite pole, in addition to being divided similarly 
to the first, has a gap or break therein above the trigger. In the 
base of the cartridge case are two wires extending into the powder 
chamber, and across the inner ends of these wires is placed a link 
of platinum or other good conducting material. Against the 
outer ends of the wires in the cartridge case bear the ends of the 
wires in the action, one of which, as aforesaid, is electrically eon. 
nected directly to one pole of the battery. The act of pulling the 
trigger electrically connects the other wire with the battery 
through a contact piece carried on the top of the trigger, which 
contact piece is raised into and bridges over the gap or break 
aforesaid. 

5020. “Improvements in Telpherage.” F. Jenkin. Dated 
March 17. 6d. The main object of the present invention is to 
supply the means of transmitting parcels at high speeds by 
telpherage, but part of the improvements are applicable to slow 
speed telpherage. The inventor adheres to the single wheel path 
for each vehicle, as in the systems already described by me, but 
for high speed the road should always be made rigid. Also he 
employs the trucks already described in a provisional specification 
filed by him, but for high speed telpherage he arranges two 
parallel wheel paths preferably made of bulb iron with the bull 
of circular cross section and an undercut web placed in one vertical 
plane where the line is straight. On each of these wheel paths 
separate trucks or trains run, free to rock or roll sideways on the 
roads as in the systems previously described by me. He connects 
the upper and lower trucks or trains by a connection sufficiently 
strong to allow the one truck or train to haul the other, but sufi- 
ciently flexible or elastic, or both fiexible and elastic, to leave each 
train or truck almost complete freedom to rock or roll on its line. 
One of the trains or trucks, or in certain cases both trains and 
trucks, are driven by a telpher locomotive, similar to those already 
employed by him, except that the reduction of speed of the motor 
by gearing is either nil or much smaller than in the low speed 
telpherage, and he passes the current driving the motor or motors 
from the one road to the other through the motors by means of 
the flexible connection between them. One of the two roads is 
insulated, the other is not or need not be. 


6023. “Improvements in terminals or binding posts of elee- 
trical apparatus,” A.M. CuarK. (Communicated from abroad 
by L. de Combettes, of Paris.) Dated April 5. 6d. Consists 
broadly in the substitution of spring pressure for the binding 
screws generally used for attaching the conducting wires, or for 
making connection in an electric circuit. The advantages of this 
invention are: Ist, a more perfect contact owing to the larger 
surface clamped. 2nd, rapidity of attachment, it being simply 
necessary to insert the contact tongue in the stud without any 
screw adjustment. 3rd, permanent contact not attainable with 
screw studs, which, are liable to work loose, especially in apparatus 


FIG.1. FIG, 3, 
d 
€.) a 


c 


f 


9 e 


FIG.2. 











which is portable or subject to vibration. Figs. 1, 2, 3, respectively 
represent an elevation, top view and vertical section of one 
arrangement in which the spring is external. a is the contact 
tongue (shown separately in fig. 4). It is slotted or forked at } to 
embrace the binding stud, d, and is inserted between the head of 
the loose sleeve, c, on stud, d, and the cross pin, e, passing through 
the top of said stud. The stud, d, is fixed by its flange, f, anda 
nut, g, on its lower threaded end to the base plate. In fig. 4 the 
spring is coiled about the stud, d, as before, and enclosed in a 
socket, i, the stud, d, passing through a hole in and bearing by a 
shoulder on the bottom of said socket and secured by a nut, /. 
6091. “Improvements in electric telephone transmitters.” 
J. H. Jounson. (Communicated from abroad by J. A. Maloney, 
of America.) Dated April8. 6d. Refers more particularly toa tele- 
phone transmitter of the type described in the specification of 
Letters Patent No. 1452, of March 20th, 1883, but in some respects 
it is susceptible of application to transmitters of other types. The 
said invention is directed mainly to an improved construction 
and arrangement of the contact points through which the impulses 
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due to the vibrations of the diaphragm are transmitted to line 
and in this respect is characterised principally by the combination 
with the diaphragm of a contact point a spring acting carrier 
therefor attached to and moving with the diaphragm and a con- 
trolling device termed by the inventor os stirrup,” which bears 
upon the spring carrier, and, during the vibratory movements of 
the latter, operates to direct its movements to and from the 
stationary contact point in connection with which the carriers 
eontact point works. It also has to do with the carbon contacts 
of electric telephone transmitters and other instruments in which 
microphonic contact is required, the object being to keep the 
microphonic contact unimpaired, and to prevent the accumulation 
and building up between the contacts of fine carbon dust, which 
results finally in establishing a closed circuit between the contacts 
thus incapacitating the instrument for efficient work. This object 
can be attained by interposing between the carbon contacts loose 
jron filings or other metal in a state of minute division, the easiest 
way of practically carrying out this improvement being to place 
the carbon contacts vertically one above the other, and to sprinkle 
the acting face of the under carbon contact with iron filings, 
which are kept in place by a rim around the edge of the carbon. 


6092. “ Improvements in receiving telephones.” J. H. Joun- 
son. (Communicated from abroad by J. A. Maloney, of America). 
Dated April 8. 6d. Relates to the kind of receiving telephone in 
which are combined a magnet, a non-magnetic diaphragm, and a 
reed-like armature fastened to the diaphragm, and the object of 
this invention is to obtain a simple and efficient instrument of this 
kind, it being characterised by the combination with the magnet 
and the non-magnetic diaphragm of a special form of armature, 
which for convenience sake is termed a ‘‘ multiple reed armature, 
the said armature being opposite the pole or poles ” of the magnet 
and consisting of two or more reeds or strips which have their 
free ends opposed to and separated by a short interval from one 
another, and are formed in one with a supporting plate which is 
fastened tightly to the diaphragm. 


5228. “ Improvements in secondary batteries or electrical ac- 
cumulators.” J.S.Sexton. Dated April 10. 6d. Has for one 
of its objects the prevention of the leakage which may occur in 
some forms of plates of secondary batteries, as, for instance, in 
the forms wherein what are known as cone or pyramid shaped 
plates are used, especially if such plates be made of cast lead and 
be used as compound plates or double electrodes, i.e., negative on 
one side and positive on the other, they being available also as 
vessels for containing the electrolyte. In manufacturing or 
arranging compound plates, i.e., plates which»are intended to be 
used as positive on one side and negative on the other, and to act 
as containers of the electrolyte, such as, for instance, cone pyra- 
nidal or analogous forms of plate ; according to the invention the 
inventor interposes an insulating material between the plates. To 
effect the insulation he may use Prout’s glue, or pitch with or without 
grease or other suitable insulating compound ormaterial with which 
he coats or covers one or both of the surfaces before bringing them 
together, or he may use a layer or sheet of any such suitable material, 
as India rubber or gutta percha with or without its edge project- 
ing beyond the plates to arrest capillary attraction of moisture 
from cell to cell when packed in columns, and, in addition, he may 
make a splayed edge to one or both of the plates which together 
are to form the compound plate or double electrode or any arrange- 
nent of projections, ribs or studs, or raised portions to allow space 
for a greater or lesser quantity of the insulating material to rest 
at parts between the surfaces or at the rims, or to make contacts 
between the plates when desired. A further object of the inven- 
tion is to manufacture the plates (whether they be flat plates or 
cones, or of an annular or other suitable shape) that they may be 
arranged one above the other in columns, piles, or stacks, with 
openings throughout to allow for the free escape of the gases, and 
separated with any suitable media, such as strips, plugs, buttons, 
or pieces of wood, insulite earthenware, or any material and of 
any form which will ensure the purpose of keeping the plates 
equidistantly apart and allow sufficient diffusion of the electrolyte. 


6312.“ An improvement in photometers.”” W. H. Preece and 
A. P. Trorrer. Dated April 12. 4d. Relates to apparatus 
applicable to a photometer, whereby equal degrees on a graduated 
scale are made to correspond with the inverse squares of the dis- 
oe which the light acts, without requiring arithmetical com- 
putation. 


6391. “ Improvements in means for electro-therapeutic treat- 
ment or so-called electric baths.” S. Hatuerr. Dated April 15. 
td. Relates to improvements in means for electro-therapeutic 
treatment of human beings, or improvements*in so-called electric 
baths, the object being to employ electricity obtained from the 
dynamo-electric machine wound and connected for currents of 
large quantity and moderate intensity, and electrically connected 
to tne apparatus employed through a system of connecting rods 
and terminal holders or apy-licances, and thence to the body of the 
patient or person under treatment, the current being regulated 
intermediately of the poles by a resistance board having thereon a 
liquid telescopic glass tube regulator, the inner telescoping portion 
having platinum terminals, which will be approached to or with- 
drawn from corresponding terminals in the outer barrel of the 
telescopic tubes in combination with the metallic coils or convolu- 
ons of the resistance board, and in connection or not with in- 
duction coil or coils. 


6734. « Improvements in electric generators, and in working 
om by fluid pressure.” The Hon. C. A. Parsons. Dated 
April 23. 6d. According to the invention the generator is driven 








by a compound motor, or combination of motors, of the turbine 
type, in which the actuating fluid operates between fixed and 
moving vanes or blades, the arrangement being such that the 
same actuating fluid operates in a successive manner, undergoing 
expansion and falling in pressure in each motor, or successive 
portion of the compound motor, until it leaves the last at a 
velocity not greatly exceeding that which is practically attainable 
by the motor itself, although greatly above that practicable with 
a motor having oscillating or reciprocating parts. By this ar- 
rangement each motor or successive portion of the compound 
motor utilises a portion of the energy of the fluid, and thus, 
instead of the greater part being wasted, as heretofore, it is suc- 
cessively drawn upon until a comparatively high efficiency is 
obtained. 

9843. ‘‘ Frames for electrodes in secondary batteries.” F. G. 
Howarp. Dated July 7. 6d. The inventor takes two pieces of 
wood somewhat larger in area than the electrodes or plates which 
are to be used. The sides of these two pieces are perforated with 
holes, so as to allow a sufficient circulation of the electrolyte. The 
thickness of these two pieces of wood must vary with the size and 
weight of the electrodes that are to be employed, and the strength 
that may consequently be necessary. These two sides are held in 
position by stretchers dovetailed into their ends, and so placed 
that the grooved end pieces (next hereinafter referred to) may be 
withdrawn at pleasure. The inventor slides end pieces into 
grooves cut near each end of these sides. ‘The faces of these end 
pieces towards the inside of the frame are grooved. Into the 
grooves on these end pieces he slides wooden partitions; the 
number of which is varied according to the number of electrodes 
or plates to be employed in each cell of the battery. These par- 
tions are placed at such distances from each other as to allow an 
electrode or plate to be inserted between, and held in position by, 
each pair of partitions. Each partition is perforated with as many 
holes (and of such size) as is compatible with strength, and is 
grooved on one side. These partitions are so arranged in the frame 
that there may alternately be a space between two grooved sides 
and a space between two smooth sides. In the spaces between the 
smooth sides the anodes are placed, and in the spaces between the 
grooved sides the cathodes are placed. The ribs formed by 
grooving the partitions allow any particles that may become 
detached from the electrodes to fall easily to the bottom of the 
cell, thus preventing contact or short circuiting between the 
plates, also permitting the ready escape of any free gas. 








CORRESPONDENCE. 


Gas Engines for Electric Lighting. 


I think that many of your readers would be glad if 
those of your numerous correspondents with time and 
apparatus at command would give the results, even if 
only approximate, of any tests made with gas engines 
by different inventors. The information which is 
particularly desirable is, what brake horse-power may 
be expected from engines of varying ratable values. 
Thus a 12-H.P. (nominal) Otto engine will indicate as 
a maximum, say, z horse-power, but what percentage 
of z, or brake horse-power, may one expect as actually 
available for driving dynamo machinery for 6 or 8 
hours per day. Particulars of this nature taken from 
any good engine, together with details of testing 
methods, and the kind of gas used, would be of con- 
siderable service to contractors when estimating. The 
experiments made by Professor Adams some two to 
three years since at the Crystal Palace are, of course, 
well known; but I would suggest that the information 
there contained might be much enhanced in value by 
the additions which users of gas engines might, in 
many cases, be able to give. Perhaps the makers of 
these engines may not be adverse to giving, through 
your columns, a reply to my queries ? 

Gi. A. S. 


[Our correspondent has mentioned the tests made by 
Professor Adams, and in these experiments the gas 
consumed per brake horse-power was found to be 
about 30 cubic feet per hour. As an experience of our 
own we may mention, without going into unnecessary 
details, that a short time since we were asked to ap- 
proximately ascertain the brake horse-power of an 
8-H.P. (nominal) Otto gas engine. It so happened 
that the engine was using gas from the same source as 
that supplied to the Crystal Palace, and the consump- 
tion was 365 cubic feet per hour. This represents 
12°16-H.P., and the average result of a number of 
applications of the Prony brake gave 12°25-H.P. We 
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were informed that an engineer from Messrs. Crossley 
had previously tested the engine which indicated, if we 
correctly remember, 15°8-H.P., equivalent, it was stated, 
to about 12°3 brake horse-power. It appears, therefore, 
from these examples, that the brake horse-power of the 
Otto engines, from 8-H.P. upwards, is at least 50 per 
cent. higher than their ratable or nominal value, or 
about 20 to 25 per cent. less than the indicated horse- 
power.—EDs. ELEC. REV. 





Bourseul’s Speaking Telephotte of 1854. 


The French newspaper called L’Jllustration, which 
contained the description of this, the first speaking 
telephone, was published in Paris in 1854, and was 
sold largely in London at that time. A description of 
it was read before the French Academy of Sciences, 
and was published in Les Comptes Rendus of 1854, 
which books can be found in Patent Office Library. 

W. C. B. 

April 13th, 1885. 





Symbols for Electric Lamps. 


Some time ago I suggested in your columns a sym- 
bol for the “dynamo” which has found acceptance, 
and as distinctive signs for electric lamps would also 
be useful, | may perhaps be allowed to propose .the 
following :— 

(1) For an incandescent lamp— 

= ‘oD : or a =< | 
uw’ ~~) fe 


with a loop on the wire to indicate the filament better. 


(2) For an are lamp, (>- 

In the first the wire is continuous through the 
circle which represents the globe ; in the second the 
wire is broken to imitate the are. 

At present we have no symbols which distinguish 
in a simple manner between are and incandescent 
lamps ; and those for the latter are either a picture of 
the lamp or a plain circle, inexpressive of itself, and 
resembling the small circle sometimes used for a ter- 
minal. 

A universal codeof symbols would be a boon to 
electricians, since it would enable them to interpret 
theoretical diagrams of connections by inspection, and 
independently of the text whatever language was em- 
ployed in the description of the apparatus.* An inter- 
national congress or committee is required to choose 
and authorise these. 

J. Munro. 


[In the REVIEW for February 9th, 1884, Mr. Munro 
advocated the use of a symbol for a dynamo and in 
this respect we agreed with him, mainly for the reason 
that the figure he proposed could be made up from the 
type usually found in printing offices. While it is 
generally advantageous to employ symbols for prac- 
tical purposes we scarcely think that a universal code 
for literary use, which we imagine Mr. Munro is aiming 
at, is necessary or even advisable. To the uninitiated 
such a proceeding would make electrical science more 
than ever unintelligible, and we fear it would not be 
by any means easy to find specially constructed sym- 
bols except amongst the publishers of purely electrical 
works. The multiplication of symbols, to be built up 
by the compositor therefore seems to us objectionable, 
and we fear would prove to be a serious obstacle to their 
introduction. We incline to the opinion that a combina- 
tion of letters such as Mr. Jamieson, the Principal of the 
Glasgow College of Science and Arts, invariably makes 
use of when describing any piece of electrical or 
mechanical apparatus, would be found more satis- 
factory. However, we shall be pleased to have the 
views of any of our correspondents who may be inte- 
rested in Mr. Munro’s suggestions.—Eps. ELEC. REV.] 





* Other symbols might be €) for relay, and | or | for secon- 


dary batteries. 


a 


Electric Lighting at the Prince’s Theatre. 

I noticed in your last issue a very interesting article 
on the working cost of the electric light at the Prince’, 
Theatre for the last year, and consider that great credit 
is due to Mr. Berry for the trouble he has taken jy 
noting the details so carefully. I would wish, hoy. 
ever, to point out, with reference to the accumulators 
used, that the Electrical Power Storage Company have 
now eompletely mastered the difficulties that used to 
exist in regard to buckling of the plates or falling out 
of the paste, and that among the 35,000 plates which 
have been supplied to customers during the last few 
months not a single instance of either of the above 
defects has occurred. We have also proved from ex. 
perimental cells, which have already received the 
equivalent of a year’s work, that the life of the plates 
has been more than doubled. 

Bernard Drake, Managing Engineer, 
Evecrricat Power StoraGe Company, Limitep. 


4, Great Winchester Street, London, 
14th April, 1885. 





Re-winding Dynamos. 


Although it is difficult to imagine how Mr. Moon 
could have misunderstood Capt. Cardew’s letter on the 
above in your issue of the 4th, it is still more difficult 
to understand how Mr. Moon can continue to maintain 
the position he has taken up in reference to this sub- 
ject. Mr. Moon says, that in converting a series into a 
shunt dynamo it is necessary, if we are to have the 
same internal and external work at the same speed, to 
rewind both armature and field magnets. That this is 
not necessary becomes apparent when we consider that 
the internal work in any dynamo depends upon the 
sum of two quantities without reference to the indi- 
vidual values of, the quantities making up this sum. 
Obviously it is possible to have in the reconstructed 
shunt machine the same internal work performed as in 
the series machine, even if both the work expended in 
the armature and in ‘the field magnets have different 
values to whatgthey had formerly, provided the sum 
of the two remains the*same. In Mr. Moon’s solution 
not only is the total work expended in the shunt 
dynamo to be the same, but the separate quantities of 
work expended in the armature and field magnets 
respectively are to have the same values as they had in 
the series machine. In Capt. Cardew’s solution, while 
the total work remains the same, that expended in the 
armature, by reason of its not being re-wound, will be 
necessarily higher, while that expended in the magnets 
will be necessarily less than in the series dynamo. To 
convert a series into a shunt dynamo which will give 
the same E.M.F. and current at the same speed, with 
the same efficiency, is a problem which has frequently 
to be attacked by electrical engineers, but I venture to 
think that no one has yet thought of re-winding the 
armature of the’machine for the sake of the small in- 
crement of current required to excite the magnets. 

Below are given examples of a series machine and 
two shunt machines, in all of which the same work is 
performed internally. In example 2 both magnets and 
armature are re-wound, and in example 3 the magnets 
only :— 

Dynamo Machines. 
Current, 70 amperes ; E.M.F., 100 volts. 


2 

















1. | 2. . 
Series Machine. Shunt Machine. | Shunt Machine. 

R. of arm. .. .. ‘lw. | Resistofarm. .. *0874@. | Resist of arm. .. = ‘1. 
R. of F.M. .. .. ‘l@. | ResistofF.M. .. 204w. | Resist of F.M. .. 23°36. 
, jog 

Wattsinarm. .. = 490 | Wattsinarm... = 49 Wattsin arm... = — 
WattsinF.M. .. = 49 | WattsinF.M... = 490 Wattsin F.M... = = 

eta sae | 
Total .. 950 Total .. 980 Total .. % 


I have not thought it necessary to work out the 
figures to several places of decimals, but here at least 
are two solutions for the winding of a shunt dynamo, 
although Mr. Moon declares there is only one. 

W. B. Esson- 

April 144h, 1885. 
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WOODHOUSE 


Glectric Light Cngineers 
SUPPLIERS 


oF 


ELECTRIC 
COMPLETE EQUIPMENTS 


For various purposes, on 


HEAD OFFICES : 
11, Queen Victoria St.. 
London, E.C. 


ELEC TEIC 


AND RAWSON, 


and Wanufacturers, 

TO THE TRADE. WORKS: 

ALL Cadby Hall Works» 
Hammersmith Rd., W. 


APPLIANCES. 
OF ELECTRICAL PLANT 


the best known systems, 


Wi RES. 





INDIA-RUBBER COVERED WIRES, 
GUTTA-PERCHA 


cOoOTTON COVERED WIRES, 

SILK ” ” 

ELECTRIC LIGHT MAINS, 
” ” LEADS. 


FANCY PARAFFINED , 





SS 
\ FLEXIBLE CORDS, &e., &e. 


SPECIALITIES! 
Flexible Cords in Various Shades for Electric Light Pendants, &e. Special Terms for Quantities. | Enquiries Invited. 


REID BROTHERS, 


12. WHARE ROAD, CITY ROAD, LONDON, N. 
TELEGRAPH ENGINEERS AND CONTRACTORS 
For the Supplying, Erecting, and Laying Down Under-Ground Wires, both for 
TELEGRAPHS AND ELECTRIC LIGHTING 
PNEUMATIC TUBES FITTED WITH ENGINES AND PUMPS COMPLETE. 
MAKERS OF RADCLIFFE’S PATENT ELECTRICAL SIGNAL LOCKING APPARATUS. 


PATENT TELEPHONIC WIRES 
TO PREVENT INDUCTION BOTH FOR UNDER-GROUND AND OVER-HEAD LINES. 


MANUFACTURERS OF SUBMARINE CABLES, WIRE, IRON POLES, INSTRUMENTS, BATTERIES, INSULATORS AND STORES OF EVERY DESCRIPTION. 
Contracts entered into for the Supply, Construction, and Maintenance of Telegraph Lines. 











CALLENDER'S 
BITUMEN, TELEGRAPH AND WATERPROOF CO., 


LIMITED, 


101, LEADENHALL STREET, LONDON. Worxs—ERITH, KENT. 





MANUFACTURERS OF INSULATED WIRE FOR THE TRANSMISSION OF ELECTRICITY 
FOR ALL PURPOSES. 


TELEGRAPHS, TELEPHONES, ELECTRIC LIGHTING, TRANSMISSION OF POWER, &c., 


AT A PRICE GREATLY BELOW THAT OF GUTTA-PERCHA OR INDIA-RUBBER. 


ELECTRICAL POWER STORACE COMPANY, LIMITED, 


Offices :—4, GREAT WINCHESTER ST., E.C. Works:—MILLWALL, E. 
Telephone Nos.—Office, 338; Works, 5,116. Registered Telegraphic Address—“STORAGE,” LONDON. 





SOLE MANUFACTURERS OF 


Tut “E.P.S.” ACCUMULATORS 


(Faure, Sellon, Swan, Volckmar and other Patents), 


FOR ELECTRIC LIGHTING ON ARC OR INCANDESCENT SYSTEM, OR FOR MOTIVE POWER. 


These are the only Accumulators which have been developed from the experience of three years’ practical working. 








Manufacturers of Electrical Tramcars and Launches, driven by Specially Designed Accuinulators, and 
eckenzaun’s Patent Motors and Gearing ; also Electrical Hoists, Main Distributing Switch Boards, Electro- 
Magnetic, Ammeter, and other Switches. 
ELECTRIC LIGHTING FOR BALLS, DINNER PARTIES, &c. 
Instruments Calibrated. Tests and Reports Made of Dynamos, Lamps, and Electrical Apparatus. 
Contractors for Complete Installations of the Electric Light on the Most Approved Systems. 


Sees 
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[ELECTRICAL ENGINEERS, MANUFACTURERS AND SUPPLIERS 


OF BVERY DESCRIPTION OF 
Dynamo Machines, Are and Incandescent Lamps, Electric Light Fittings, Colliery and Railway Signalling 
Apparatus, Electric Stop Motion for Machinery, Temperature, Pressure and Water Height Alarms, 
Electric Bells and Indicators. Electric Light installed in ships, works, and residences ; Telephone Lines 
erected and maintained, Colliery and Railway Signals supplied and fitted, Special Apparatus designed and 
made, Lightning Conductors erected. Illustrated Catalogue, 1s. 


WEEDON & IRISH, Electric Works, SUNDERLAND. 


CUT TEISS a co. 
72, NEW BRIGGATE, LEEDS, 


MANUFACTURING ELECTRICIANS & ENGINEERS, 


THE CUTTRISS PATENT BLECTRO- MOTOR. NO DEAD POINTS, REVERSIBLE, & HIGH EFFICIENCY, 
DYNAMO MACHINES FOR LABORATORY USE AND ELECTRIC LIGHTING, 
Electrical Apparatus and Fittings of all descriptions. 


SPECIAL APPARATUS AND INVENTORS’ DESIGNS EXECUTED TO ORDER. RACKS, WHEELS AND 
PINIONS OF ALL DESCRIPTIONS CUT TO ORDER. 
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EsTABLISHED 1851. 
HLECTRIC LIGHTING. | IR KBE OK DANE 


Southam —¥ Buildings, Coepeery ba 
THREE per CENT. “INT EREST allowed on DEPOSITS, repayable on demand. 
per CENT. INTEREST on CURRENT ACC OU NTS calculated on the 
aninae monthly balances, When not drawn below £50. 

The Bank undertakes for its Customers, free of charge, the age of of Deeds, 
Writings, and other Securities and Valuables, the collection of Bills of Exchange, 
Dividends, and Coupons ; and the purchase and sale of Stocks, Shares, and 
Annuities. Letters of Credit and Circular Notes issued. 

The BIRKBECK ALMANACK, with full particulars, post free, on application. 


FRANCIS RAVENSCROFT, Manager, 


The Birkbeck Building Society's Annual “Receipts exceed 
Five Millions. 


| He” TO PURCHASE A HOUSE FOR TWO 


INEAS PER MONTII, with immediate Possession and No Rent to 
| Py; Apply at the Office of the B IRKBECK BUILDING SOCIETY, 29, Southampton 
| suildings, Chancery Lane. 


OW TO PURCHASE A PLOT OF LAND FOR 


FIVE SUILLINGS PER MONTH, with immediate Possession, either for 
Py A or aoeues purposes. Apply at the Office of the BIRKBECK FREE- 
HOLD » SOCIE’ y’ asbove 

The B ink BEC K AL Mae with full particulars, on application, 


FRANCIS RAVENSCROFT, Manager. 


THE GRAMME MACHINE.) a Nwtsay tueice totes 2° 


NARROW-WINE STREET AND FAIRFAX STREET, 


peniue | BRIsToOL. 
IMPORTANT REDUCTION IN PRICES. | OLESALE MANUFACTURERS OF 
| ELECTRIC HOUSE “BELLS, PATENT NEEDLE POINT INDICATORS, 
APPLY TO THE MAKERS, PATENT COMBINATION PULL AND PRESSELL, 


IMPROVED PATTERN WIMSHURST ELECTRICAL MACHINE, 
STANLEY AND DAVIES, The “Science Teacher’s” Set of Testing Instruments, 
ELECTRICAL ENGINEERS, DYNAMOS, MEDICAL COILS, BATTERIES, SWITCHES, MOTORS. 


COMPLETE STOCK of WIRES, CARBONS, TERMINALS, &c. 
H Y D E, NEAR MANCHESTER. Price List Post Free, Four Stamps. 


HENAN & FROUDE, 


MANCHHSTHRE, 


PATENTEES AND MANUFACTURERS OF THE 


~ TOWER " SPHERICAL ENGINE, 


2,000 REVOLUTIONS PER MINUTE) 


For Dynamos, hn Launches, Blowers, Pumps, and every purpose where 
High Speed, Economy and Regularity are required. 
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As supplied to 
Her Majesty’s 
Dockyard, the 
British India 
Steam Naviga- 
tion Co., the L. 
and N. W. Rail- 
way; and for 
Train Lighting 
to the Great 
Eastern and 
Lancashire and 
Yorkshire Rail- 
way Companies; 
also to the pr- 
vate yachts, Cu- 
hona, Retriever, 
&e. 














SPECIAL 5 ADVANTAGES. 

Steadiness of motion ; no reciprocating action ; fewness of parts ; gearing 
or belting entirely dispensed 
with. 

Less space oc- 
cupied and less 
weight than 
any other en- 
gine (an engine 
realising 30 
H.P. on the 
brake weigh- 
ing only 2 ewt.) 
Working parts 
perfectly _ bal- 
anced and en- 
tirely closed 
and therefore 
inaceessible to 
grit, sand, or &"" ==" 
coal dust, 
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